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CHAPTER VII. 



Ordinances Relating to the Waterworks 

Department. 



Building Purposes. 

148. All water used for building or repair 
purposes must be paid for by the owner, agent, 
contractor or occupant, of thes premises where 
the work is to be done, at the rate hereinbefore 
established. As a matter precedent to the fur- 
nishing of water for such purposes, the party 
liable must procure from the Waterworks De- 
partment an assessment of the amount due for 
the entire work, and pay the same into the city 
treasury. Any person, firm or corporation 
found using the city water for building or re- 
pair work without having paid the tax, as above 
specified, shall be deemed guilty of a misde- 
meanor, and subject to a fine of not less than 
ten nor more than twenty dollars for each of- 
fense. {Idem.) 

175. All persons, firms, companies or corpora- 
tions proposing to use and operate elevators by 
the use of water directly from the city's mains 
shall be required to furnish a water-meter of 
suitable size, at his or their own expense, be- 
fore water shall be turned on for such elevator. 
The Board of Public Works and Affairs shall 
turn the water off from suelv poit'SiQ^'^ ^V<^ "^^^ 
to comply with the terms oi \K\^ oT^co^as^^^ 
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As to Tenement Houses. 

216. Water supplied to tenement houses shall 
be assessed to the owner or owners, or author- 
ized agent of said owner or owners. The term 
^^ tenement," as used in the ordinance, shall sig- 
nify and shall apply to all houses wherein re- 
side two or more families, and to all buildings 
wherein are located two or more offices, or two 
or more sleeping apartments; Provided, however , 
That where a building has stores or shops be- 
neath, with offices or sleeping apartments above, 
but has a separate supply pipe with separate 
stopcock on the pavement for each, in such 
event the stores or shops shall be chargeable to 
the keeper thereof, and the apartments above 
shall be deemed to be a tenement. 

217. Where the owner, or authorized agent of 
the owner, of any house herein classed as a 
tenement house, becomes indebted to the city 
for water supplied ta said tenement, and fails 
or refuses, on demand, to pay said indebtedness, 
it shall be unlawful for the Board of Public 
Works and Affairs or Comptroller to furnish 
water to any person, firm or corporation in said 
building until said tax is paid. 

218. The owner of a group of houses fronting 
on any street shall be required to provide a 
separate pipe and distinct connection with the 
main for each of said houses, and shall also be 
required to have a good and substantial fence 
(without gate, steps or other communication) 
inclosing separately each house and yard, and 
the same shall at all times be maintained so as 
to prevent persons from one yard obtaining wa- 
ter from a hydrant in another yard; and it is 
hereby made a condition precedent to the sup- 

^ 'ing of water to said group of houses that the 

e, as above required, shall first be built. 

^uses, cabins, etc., within the same yard 

9ure, located in back premises or on an 

" be supplied with water \>y otl^ e,o\i- 
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necting pipe to the main, and classed as tene- 
ment houses, the water tax to be assessed and 
paid by the owner of said lot or premises ac- 
cording to law. Provided, however y That any 
person owning two or more houses immediately 
adjoining each other shall be required to make 
only one connection to the city supply main, but 
such owner shall pay the minimum rate on each 
of such houses. Provided, further, That wher- 
ever in such cases there are closet connections, 
such owner shall put in a meter and pay for thlB 
water supplied on the meter reading. (Ap- 
proved May 11, 1906.) 

219. No person, firm or corporation shall place 
a hvdrant in a front vard, or a common area of 
any premises, so situated as to be accessible to 
persons living in or occupying neighboring 
premises; and the water shall not be allowed to 
pass such hydrant, or, if turned on to any hy- 
drant hereafter put in, it shall be shut off until 
such hydrant is removed to some unexposed 
place on said premises. 

220. It shall be unlawful for any person, firm 
or corporation to permit water to run continu- 
ously from any hydrant, water-cock, or other 
fixture, whether in yard or building, during 
freezing weather, in order to prevent the freez- 
ing or bursting of the water pipe or other fix- 
ture, and all plumbing shall be so arranged with 
a stop and waste-cock that the pipes may be 
thoroughly drained. Any one found guilty of 
a violation of this section shall be deemed guilty 
of a misdemeanor, and shall, on conviction be- 
fore the Judge of the City Court, be fined not 
less than five nor more than fifty dollars for 
each offense. 

Water-Pipe Connections. 

221. In all cases where any person, firm or 
corporation has heretofore maie ot tei'k^j ^"^"^^j, 
after make connection mtb. \\i^ ^^X.^t ^v^^ ^^ 
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the city, which pipe, after such connections are 
made, shall be replaced by the Board of Public 
Works and Affairs for any reason best subserv- 
ing the interest of the city, it shall be, and is 
hereby, made the duty of all such persons, firms 
or corporations who may desire to continue 
using water from the city's pipes to renew or 
make their own connections with such newly 
laid pipe at his or their own expense, it being 
intended that the city shall in nowise be re- 
sponsible to such persons for cutting of their 
connections by replacing its water pipes; and 
that this renewal of service shall be made ac- 
cording to the rules and regulations adopted by 
the Board of Public Works and Affairs. 

222. It shall not be lawful hereafter for any 
person, firm, or company, or corporation to have 
i^team pumps directly connected to pipes that 
are (Connected to the city water mains or supply 
pipes ; neither shall water be taken directly from 
the city supply pipes to supply boilers, ranges, 
or other hot water apparatus ; but, instead there- 
of, tanks must be provided by persons or firms 
using water, from which water may be used for 
such purposes. 

223. All persons, firms, etc., who shall be 
found violating the above section shall be 
deemed guilty of a misdemeanor, and subjected 
to a fine of twenty-five dollars before the Judge 
of the Citv Court for each day's violation. 

224. All persons, firms or companies who are 
now using steam pumps or other apparatus di- 
rectly connected to pipes that are connected to 
the city water supply pipes shall, within ninety 
days after notice in writing from the Board of 
Public Works and Affairs, remove and discon- 
nect the same, aad, for a failure so to do, shall 
be subjected to a fine of ten dollars for each 
day's failure, to be recovered before the Judge 
of the City Court; Provided^ Imwevcr, That this 
ordinance shall have no application to any per- 
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son, firm or corporation having such connection 
who shall, within ninety (90) days after the pub- 
lication of this ordinance, execute and file with 
the Board of Public Works and Affairs a writ- 
ten release, releasing the Mayor and City Coun- 
cil of Nashville from all damage that may re- 
sult from the exhaustion or failure of said water 
supply from any cause whatsoever; and the 
right is expressly reserved to the corporate au- 
thorities of the city, as against all who continue 
their connection with said water mains, to sever 
the same or cut off the supply of water at any 
time they may see proper to do so, and that 
without previous notice to those so severed or 
cut off, and all who continue their connection 
do so subject to this right. 

225. Hereafter all persons, companies or cor- 
porations who may now have, or who may here- 
after put in, connections for fire protection, shall 
be permitted to have same subject to following 
conditions : 

(1) Attachments for this purpose may be put 
in from two inches to four inches in diameter. 

(2) Parties desiring such service will be 
granted the same under a contract with the city, 
binding themselves under a penal sum of $1,000 
not to use the water from such attachment for 
any other purpose except for extinguishing fires. 

(3) All connections made with the city's 
main shall be subject to the approval of the 
Board of Public Works and Affairs. The 
charge per annum for pipes used for fire pur- 
poses only, shall be directly as the squares of 
their diameter, the charge for a two-inch pipe 
being twenty-five dollars per annum. Where 
automatic sprinklers are used alone, and air 
pressure is maintained on pipes in building 
greater than the water pressure in main, charge 
shall be twenty-five per cent less; Provided^ That 
the above does not apply to any person^^ Q>cyKS-- 
panies or corporations that u^e Wi^ ^^X,^^ "ttws^ 
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the city for all other purposes. (Approved Jan- 
uary 28, 1896.) 

226. All persons, firms or corporations who 
now have or may hereafter erect automatic 
sprinklers for the protection of their property 
against fire, shall be permitted to construct and 
maintain the same, subject to the following con- 
ditions: The attachments for this purpose may 
be connected with the water main of the city 
by a pipe from two inches to four inches in diam- 
eter, as the Board of Public Works may deter- 
mine, subject to the provisions of this ordinance. 
All parties desiring to construct such sprinklers 
shall, prior to making any connection with said 
water main, make application for a permit to 
the Board of Public Works, and file with said 
board bond in the sum of one thousand dollars, 
with two or more solvent sureties, in the follow- 
ing form: 

We and 

sureties, acknowledge ourselves indebted to the 
Mayor and City Council of Nashville, Tennessee, 
in the sum of one thousand dollars, and we bind 
ourselves well and truly to pay the same; 

But this obligation is subject to the following 

conditions: The undersigned, , 

has applied for permission to erect an auto- 
matic sprinkler for protection against fire, at 

No Street, Nashville, Tennessee. 

Now, if the said shall con- 
struct and maintain said sprinkler in conformity 
with all the requirements and conditions of this 
act, then this obligation to be null and void, 
but otherwise to remain in full force and effect, 
and the same shall stand as surety for any pen- 
alty or fine that may be imposed upon the said 

for failure to comply with 

s ordinance, and for all damages that may be 

ained by the city by reason of his failure to 

' with the requirements oi tlai^ oTdm^sio,^. 
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227. All parties who now have in operation 
said sprinklers, drawing their supply of water 
from the city main, may continue to use same 
on their filing with the Board of Public Works, 
within thirty days after passage of this ordi- 
nance, a bond as above provided for in this ordi- 
nance. 

228. These bonds shall be renewed every two 
years and oftener if required by the Board of 
Public Works, and said party or parties shall 
at the same time file with the Board of Public 
Works a written statement, duly signed and 
sworn to, that the water supplied to said sprin- 
klers has not been nor will be used for any other 
purpose than fire protection; that there has 
been no attachments to any of the pipes con- 
nected with said sprinklers by which water 
could be diverted therefrom and that the wa- 
ter has not been used for any other purpose 
than protection against fire. Also give the 
number of sprinkler heads on the system. The 
statement shall also disclose what leaks, if any, 
have occurred, and the length of time before 
the same were repaired. On failure to execute 
bond and affidavit as required, it shall be the 
duty of the Board of Public Works to immedi- 
ately cause the water supply to said sprinkler 
to be shut off. 

229. No attachment of any kind by which wa- 
ter can be drawn from the supply-pipe or any 
other pipe connected with said sprinkler shall 
be allowed, nor shall any additional sprinkler 
head be added without first reporting the same 
to the Board of Public Works, and that any per- 
son, firm or corporation who makes such at- 
tachment or add any additional sprinkler head 
without reporting same and paying additional 
tax thereon, who uses the water allowed for the 
sprinkler for any other purpose than to oper- 
ate said sprinkler, shall be guilty oi ^ tk^^^^l^- 
meanor, and i3ned not less than Mty ^ci\\»x:% lo^ 



20 Building Laws of Nashville, Term. 

each offense, the same to be collected, if not 
paid by the party fined, out of the bond herein- 
before provided for. And it is made the duty 
of the Board of Public Works, if such attach- 
ment is made or water so used, to immediately 
shut off the water from passing into said sprin 
kler. Any party guilty of second violation 
thereof shall be denied water for fire protection 
unless a meter be placed on the premises. 

230. All parties now using, or who may here- 
after use, automatic sprinklers, shall place out 
side of their building and on the pavement, in 
the pipe running from the water main to the 
sprinkler, a check valve, and on either side of 
the check valve a gauge to register the pressure 
in said pipe and inclose said gauge in a box 
with an iron cover, said valve and gauge to- 
gether with all sprinklers and pipe connected 
with the city's water main to be subject, at all 
times, to the inspection of the city authorities. 
Provided, That the pressure in the pipes, in the 
building and beyond the check valve, shall at 
all times be greater tlian the pressure in the wa- 
ter mains between the check valve and street 
mains, except when repairing or the sprinkler 
is in operation extinguishing fires. 

231. Each and every firm, company or cor- 
poration taking advantage of the provisions of 
this ordinance shall be required to pay in ad- 
vance, an annual tax, payable quarterly, of two 
cents on each sprinkler head connected with the 
system. 

* 232. It is the dutv of the Board of Public 
Works to require meters to be ]:)laced upon all 
supply pipes connected with automatic sprin- 
klers, unless the party, firm or coi*poration own- 
ing or operating same shall comply with the pro- 
visions of this ordinance. (Aj^proved July 24, 
1902.) 



Building Laws of Nashville, Term. 21 

Plumbers and Plumbing Work. 

236. It shall be unlawful for any person or 
persons, except a regularly licensed plumber or 
any employe of the Board of Public Works and 
Affairs in the Waterworks Department to do 
any work on, or to make any connections with, 
any city main or any water pipe or fixtures lead- 
ing therefrom or connected therewith, whether 
the same be on the street or on private property. 
Any person found violating this section shall 
be deemed to be guilty of a misdemeanor, and 
shall be fined before the Judge of the City Court 
not less than ten nor more than fifty dollars for 
each offense. 

237. Any person intending to follow the busi- 
ness or occupation of a plumber, in relation to 
or in any manner connected with the water- 
works, its mains, pipes, fixtures, etc., shall, be- 
fore undertaking to do any work in connection 
therewith, first apply to the Board of Public 
Works and Affairs, in writing, for a license, 
which license shall not be granted by said board 
unless said applicant submits to said board the 
certificate of two plumbers in good standing, 
or other evidence satisfactory to said board, 
that the applicant is thoroughly competent to 
do plumbing work. If said board elects to 
gi*ant said license, it shall first require said ap- 
plicant to enter into bond in the penal sum of 
one thousand dollars, with good and solvent 
security, conditioned to save the city harmless 
from aJ] danger of whatever kind resulting from 
negligence or unskillful work on the part of said 
plumber, and also to fully and faithfully abide 
by and perform all of the requirements made 
by the city touching plumbers' work in the Wa- 
terworks Department, whether the same be by 
ordinance or by rules adopted by the Board of 
Public Works and Affairs. T\\e ^on^ \i<^^^ 
shall be renewed on the first oi eaoXv n^^^^^^^^ 
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at any time within the year if the Board of Pub- 
lic Works and Affairs think fit so to require. 
The failure to renew said bond, as above re- 
quired, or when demanded, shall, of itself, op- 
erate as a revocation of said license. 

238. All single residences, or residences in one 
inclosure, and not classed as tenement house or 
houses, shall be required to have a separate and 
distinct connection to the city supply-pipe, and 
wherever the Board of Public Works and Af- 
fairs shall (without special permission of said 
Board) find more than one single house supplied 
from one pipe, they shall at once have the water 
turned off, and the same shall not be again 
turned on until separate connections are made, 
as above required ; and under no circumstances 
shall there be more than one service connection 
made to any one house or premises without the 
knowledge and consent of the Board of Public 
Works and Affairs. 

239. It shall be unlawful for any plumber or 
other person to connect any hydrant, bathtub, 
water-closet, urinal, sink, sprinkling-plug, steam 
engine or any other fixture to any supply-pipe 
which may already be located upon a premises, 
without first taking out a permit from the Board 
of Public Works and Affairs, specifying the 
number and character of fixtures to be con- 
nected with such supply-pipe. Every person 
violating this section shall be guilty of a misde- 
meanor, and shall, on conviction before the 
Judge of the City Court, be fined not less than 
five nor more than fifty dollars for such offense. 

240. All connections with the city water mains 
shall be made with a cock, to be supplied by the 
city, and all stop-cock boxes used shall also be 
supplied by the city. It shall be unlawful for 
any person, firm or corporation to put in any 
cock or stop-cock box other than that furnished 
by the city, and the use thereof shall render the 
party using guilty of a misdemeanor, and, on 
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conviction before the Judge of the City Court, 
said party shall be fined not less than five nor 
more than fifty dollars for each offense. 
(Amended November 11, 1902.) 

241. It shall not be lawful for any person or 
persons, other thaa a duly authorized agent or 
employe of the Board of Public Works and Af- 
fairs, to tap auy city main; and any one found 
guilty of violating this section shall be deemed 
guilty of a misdemeanor, aad shall be fined be- 
fore the Judge of the City Court not less than 
five nor more than fifty dollars for such offense. 

242. No tap larger than five-eighths inch shall 
be made without the permission of the Board 
of Public Works and Affairs. 

243. The Board of Public Works and Affairs 
are hereby authorized and empowered to pre- 
pare and adopt rules governing plumbers in the 
performance of work on the water mains, pipes 
or fixtures of the waterworks, or pipes or fix- 
tures connected therewith, wherever located. 
Any person violating the rules thus adopted by 
said board shall be guilty of a misdemeaaor, and 
shall, on conviction, be fined by the Judge of 
the City Court not less than ten nor more than 
fiftv dollars for each violation. 



CHAPTER XII. 



Ordinances Relating to the Public Streets and 

Highways. 



Rules as to Excavations. 

341. It shall not be lawful for any person or 
corporation to make aay excavation of any kind 
in any street of the city without first kaNxsv^ 
applied for and obtained irox^ \\v^ ^o^ct?^ <^^ 
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Public Works and Affairs i3ermission so to do; 
and any person or coqwration making such ex- 
cavation without first having obtained the per- 
mission aforesaid, shall be fined not less than 
five dollars nor more than fifty dollars. 

342. No person or persons shall make, dig or 
throw up any ditch, drain, trench, gutter, giilly 
or canal in, through, or across any of the streets, 
lanes or alleys of the city without a special 
license or permission for that purpose first had 
and obtained from the Board of Public Works 
and Affairs, specifying the time when and place 
where the same is to be done, under the penalty 
of ten dollars, and the like sum weekly, until 
the same be removed or permission aforesaid. 

343. If any person shall dig or quarry up any 
rocks or stone, or dig, remove or carry away 
any dirt, earth, sand or gravel, in any of the 
I)ublic streets, lanes or alleys, or other public 
grounds of this city, except by the direction or 
permission of the Board of Public Works and 
Affairs, every such person shall, for every such 
ofTensOj forfeit and pay the sum of twenty dol- 
lars. 

344. It is hereby declared to be a nuisance, 
and punishable as a misdemeanor, for any per- 
son to make any excavation adjacent to any 
sidewalk or pavement, and to let the same re- 
main open without taking proper precautions 
to prevent accidents to persons or animals pass- 
ing along said ways; and it is also declared to 
!)(» a nuisance, and punishable as such, for the 
o\vn(^r of any property to have any opening, 
])iti*all or enil)ankment adjacent to the sidewalk 
oi* pavement unguarded; and, upon notification 
by tlio Board of Public Works and Affairs to 
such owner or owners, unless suitable railings 
or batteries are erected within five days, said 
pci'son or persons shall be subjected to arrest 

nnd lino, and, on conviction loeioTe \)ci^ GVVj 
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Court, there shall be imposed a fine of not less 
than ten nor more than twenty-five dollars. 

345. Every person who in this city shall dig 
or cause to be dug in or adjoining any highway, 
thoroughfare, sidewalk or public place any ex- 
cavation whatever, shall cause the same to be 
fenced in with a substantial fence not less than 
three feet high, the boards or rails of which 
shall not be more than one foot apart; and ev- 
ery person digging or causing such excavations 
to be dug, and also every person (including con- 
tractors for public works) who shall occupy or 
cause to be occupied any portion of any public 
street, alley, highway or place with building ma- 
terial or any obstructions, shall cause twp red 
lights to be securely and conspicuously posted 
on or near such excavation, building material, 
or obstructions, one at each end of the space ex- 
cavated or occupied by such obstructions; and 
if the said space occupied by such obstruction 
shall exceed fifty feet in extent, then such per- 
son shall cause an additional light to be posted, 
as aforesaid, for every additional fifty feet in 
extent, or portion thereof, so excavated or occu- 
pied, as aforesaid; and shall keep such lights 
burning during the entire night. Any p^son 
violating the provisions of this section shall be 
deemed guilty of a misdemeanor, and, upon con- 
viction thereof, shall be fined not less than five 
nor more than fifty dollars. Any persons who 
shall break, put out, or remove, or in any man- 
ner interfere with said red lights, shall be 
deemed guilty of a misdemeanor, and, upon con- 
viction, shall be fined not less than five nor more 
than fifty dollars for each offense. 

346. It shall hereafter be lawful for the owner 
of any lot in the city of Nashville to excavate 
and use so much of the sidewalk space, and in 
such manner as the Board of Public Works and 
Affairs may permit, in front or alo\i?,^\Afe <^1 ^vxs^ 
lot; Provided, That the space V^iu^ ^orcm^XXfe'?^ "^^ 
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be excavated shall be covered in such manner 
as the Board of Public Works and Affairs may 
require; and that the owner of any lot or lots, 
availing himself of the provisions of this sec- 
tion, shall first execute to the Mayor and City 
Council of Nashville a bond, in such amount as 
the board may prescribe, to save the city harm- 
less from any damage that may result to per- 
sons or property by reason of the construction 
of such excavation. 

Rules as to Streets and Sidewalks. 

351. No person or persons shall have erected, 
or shall hereafter cause to be erected, within or 
upon any street, lane or alley, or wharf, or any 
part thereof, any house, fence, wall, or building, 
under a penalty of twenty dollars for each of- 
fense, and a like penalty for each day the ob- 
struction remains. " 

365. That it shall be unlawful to open any 
grating or cellar door in any sidewalk within 
the limits of this city, unless the said grating 
or door is so opened by a person standing on. the 
sidewalk, and the same shall be allowed to re- 
main* open only so long as may be absolutely 
necessary, and while open shall be carefully se- 
cured by a railing or barricade. (Approved 
March 80, 1897.) 

370. If any person or persons shall place upon 
the Public Square, streets, lanes or alleys of this 
city, or cause the same to be done, any rocks or 
wood, lumber, package, rubbish, or other incum- 
brance or obstruction whatever, he, she or they, 
so offending, shall forfeit and pay for each of- 
fense the sum of five dollars, and for every day 
the same shall be suffered to remain the sum of 
five dollars; Provided, That for the purpose of 
erecting, finishing or rey)airing any building 
within the city, any inhabitant of this city, or 
undertaker of work, shall have U\<i pvWUege of 
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depositing on the Public Square, streets, lanes 
or alleys aforesaid, opposite to such building, 
any lumber or materials necessary to be used in 
erecting, finishing or repairing the same; Pro- 
ridedy Such lumber or materials do not hinder 
or impede the necessary passage of the inhab- 
itants and others with their horses, carts and 
carriages, drays and wagons, or the free pas- 
sage of the water in the gutter or trench of said 
street, lane or alley; And provided, further, Such 
lumber and materials do not there remain 
longer than is absolutely necessary for the erec- 
tion, finishing or repairing of the building afore- 
said. 

371. It shall hereafter be unlawful for any in- 
dividual, firm, company or corporation within 
the limits of the fire district to place or deposit 
any ashes, trash or waste paper sweeping of 
any kind from any dwelling-house or other 
building on any sidewalk or front door step, 
except as hereinbelow provided; Provided, how- 
ever, That this shall not be construed to apply 
to residences that have a back yard, as the oc-» 
cupants of the same can deposit their ashes and 
trash in boxes, barrels, etc., in such back yard. 
Each individual, firm, company or corporation, 
as specified above, shall be required to provide 
himself, herself or themselves with a wooden 
box, not less than three feet long, two feet deep, 
and two feet wide, the lumber used not to be 
less than one and one-half {IV^) inchj and 
dressed, with a top to same, well secured, with 
an iron lid or a slidin^o^ iron top, in which to 
deposit said ashes, trash, sweepins^s, etc., in the 
alley, if there is one in the rear of the building, 
if not, then on the sidewalk; Provided, however. 
That in all cases where any two or more resi- 
dences, persons, firms, etc., are living or engaged 
in busijiess adjoining each other, they may com- 
bine and use one and the same box, provided^ 
in the opinion of the Board ol ^\\k^\c, ^ ^"^^«^ 
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and Affairs, it can be properly done. Any per- 
son, firm, company or corporation who shall fail 
to comply with the provisions of this section 
shall be deemed guilty of a misdemeanor, and 
fined not less than ten nor more than twenty- 
flive dollars for each day said law may be vio- 
lated; and any person who shall wilfully or 
maliciously interfere with said boxes, or who 
snail stick or post any show-bill or other adver- 
tisement on said box or boxes, shall be guilty of 
a misdemeanor, and subject to a fine of five dol- 
lars for each violation of this section. 

375. Should any rocks, wood, lumber or other 
obstructions whatever, be permitted to remain 
ot the Public Square, streets or alleys in the 
city of Nashville, it shall be the duty of the 
members of the police force to request the per- 
son or persons so offending to remove such 
rQcks, wood, lumber or other obstructions; and 
if the same shall not be forthwith removed by 
shch offender, it shall be the duty of such mem- 
ber of the police force to remove the same; and 
tke peri^on or persons so offending shall, in ad- 
dition to the penalty or penalties prescribed by 
the preceding section, be liable to pay double 
the expense of removing such rocks, lumber or 
other obstruction. 

376. If any owner or occupant of a house in 
the city of Nashville shall suffer or permit his 
cellar door or doors, on the Public Square, or 
any of the streets, lanes or alleys of said city, 
to be or remain open, except when in actual use, 
or shall have it or them so insecure as to ren- 
der the walking thereupon or over the same un- 
safe or dangerous, any person or persons so of- 
fending shall, for each offense, forfeit and pay 
the sum of five dollars; Provided, That in case 
the owner or occupier of any house should not, 
on notice, attend to the repairs of any cellar 
door, the same may be repaired by the Board 

of Public Works and Affairs at the expense of 
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the owner, which may be recovered before any 
jurisdiction having cognizance thereof, with 
costs. 

395. In all cases where steps, walls, fences, 
houses or other erection of building project over 
on any sidewalk, or into any street, or occupy 
either wholly or in part any sidewalk, street or 
alley in this city, the owner or owners of such 
buildings or erections, or the agent or agents 
of such owners, shall remove the same within 
ten days after notice to that effect from the 
Board of Public Works and Affairs is served 
upon them, and it shall be sufficient service of 
such notice if it is served by any policeman or 
other employe of said board especially author- 
ized thereto. It shall be the duty of the Boar^jJ 
of Public Works and Affairs in all cases wl^eife 
notice has been served as aforesaid, and the 
party or parties have failed to remove such 
steps, walls, fences^ houses or other erections, 
as the case may be, to proceed without unneces- 
sary delay to have the same removed or take^i 
away from the street, alley or sidewalk, and 
the said board will employ all necessary means 
and appliances to that end. 

399. All billboards which shall hereafter l|jp 
erected along or on, or within ten feet of thfe 
margin of any street, avenue or square within 
the corporate limits of this city, which are sup- 
ported by posts, shall be not exceeding ten feet 
in height, aad shall be securely nailed or faijjh 
tened to posts which shall be firmly set in tl^e 
ground, not less than three feet, and the posts 
shall stand not more than eight feet apart, and 
each of said posts shall be firmly braced frofc 
the rear by one or more braces, which braces 
shall rest against stakes or posts firmly set iji 
the ground not less than two feet. (Approved 
January 16, 1896.) ^ 

400. All billboards now in use or her^oit/ 
erected within the corpoxate \\m\\,'S» ^1 **2e:A ^ 
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shall be subject to the inspection of the Build- 
ing Inspector, and if, in Ms opinion, the same 
are dangerous, or not erected and secured ac- 
cording to the terms and meaning of this ordi- 
nance, he shall immediately inform the Board 
of Public Works and Affairs, who shall give no- 
tice to either the owner of said billboards or to 
his agent, or to the party using the same, to 
have said billboard made secure within two 
days, and if the same is not so secured, the 
party upon whom the said notice has been 
served shall be guilty of a misdemeanor, and, 
upon conviction before the City Court, shall be 
fined not less than five nor more than twenty- 
five dollars for each day's delay. (Approved 
January 16, 1896. ) 

401. The use of small billboards set upon the 
siUewalks or leaned against walls, fences or 
other supports, except as hereinbefore provided, 
is hereby forbidden, and the same is hereby de- 
clared to be unlawful, and any person using 
such said billboards shall be guilty of a misde- 
meanor, and, upon conviction before the City 
Court, shall be fined for each offense not less 
than five nor more than twenty dollars. (Ap- 
proved January 16; 1896.) 

402. It shall be the duty of all persons using 
billboards within the corporate limits of this 
city to keep the same, and the premises in front 
thereof, free from litter and waste from said 
billboards, and when placing bills or posters on 
said boards, all paper that is liable to be blown 
off shall be removed from the boards, aad shall 
be taken away, and not allowed to remain on or 
about said board or premises; and it shall fur- 
ther be the duty of all persons owning or con- 
trolling said boards to prevent the same from 
shedding or dropping insecure paper upon the 
ground, and to see that no waste paper is blown 
to the ground or about the streets from said 

boards. Any one neglecting to comply with 



f 
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this requirement shall be guilty of a misde- 
meanor, and, upon conviction thereof before the 
City Court, shall be fined for each offense not 
less than five dollars nor more than twenty dol- 
lars. (Approved January 16, 1896.) 

411. It shall be unlawful for any person, firm 
or corporation to erect a fence along any side- 
walk in the city limits of Nashville with barbed 
wire or a fence of any kind on which barbed 
wire is used; Providedy however y That this shall 
not be construed to prevent any one from 
stretching a barbed wire on the top of any fence 
over seven feet high to prevent any one from 
climbing over the same. 

412. All fences as above described in first part 
of section, now in existence be, and are hereby, 
declared a nuisance, and dangerous to the pub- 
lic ; and it shall be the duty of the owner of such 
fence to remove the same within five days after 
due notice from the Board of Public Works and 
Affairs. 

413. Any one violating the two preceding sec- 
tions shall be deemed guilty of a misdemeanor, 
and fined for each offense not less than five nor 
more than twenty-five dollars. (Approved July 
17, 1888.) 



CHAPTER XIII. 



Ordinances Relating to the Electric Lighting 

Department. 

424. The Inspector of Buildings is hereby au- 
thorized to appoint an assistant whose term of 
ofi&ce, so long as competent and efficient, shall 
be co-extensive with the term of the Inspector 
of Buildings. Such assistant shall be known as 
the Electrical Inspector; Provided, that no per- 
son shall be appointed to said office except upon 
the recommendation of the NashxiW^ ^o^x^ <^^ 
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Underwriters. He shall be a practical electri- 
cian with at least five years' experience. As 
such he shall have a practical knowledge of elec- 
tric wiring, lights and electric machinery, and 
must be competent to inspect and test their con- 
dition, safety, capacity and operation, especially 
with reference to the fire hazard and danger to 
life. The Electrical Inspector shall not, during 
his term of office, contract for or be employed 
or engaged, directly or indirectly, in any elec- 
trical business or for furnishing any material 
or apparatus for electrical purposes. He shall 
devote his entire time to the duties of his office. 
He shall subscribe to an oath and give bond 
the same as is required of the Inspector of 
Buildings. (August 30, 1907. ) 

425. The salary of the Electrical Inspector 
shall be paid out of the fees collected for the in- 
spection of electric wiring, for electric lights, 
electric machinery, apparatus, and equipments^ 
or such amount of said fees that are collected 
per annum, not exceeding one thousand five 
hundred dollars; said salary to be paid monthly. 
The fees for inspection of electric wiring for 
electric lights, electric machinery, apparatus 
and equipment, shall be as hereinafter set forth. 
All fees in excess of one hundred and twenty- 
five dollars per month shall be paid into the city 
treasury each month. Fees for inspections 
shall be collected by the Inspector. A duplicate 
of all certificates of inspection upon which fees 
are collected shall be retained by the Inspector j 
which shall be marked ''Paid" by him and 
turned over to the City Treasurer when the ex- 
cess fees are paid into the treasury each month, 
and said duplicate certificates shall be kept on 
file in the Treasurer's office. (August 30, 1902.) 

426. The Electrical Inspector shall examine all 
electric wiring for electric lighting, electric ap- 
paratus and machinery of all kinds and their 

equipment erected in or about W\\dm^^ m the 
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city of Nashville, Term., and see that all the 
laws and ordinances governing the same are 
complied with. He shall inspect as often as 
practicable during the erection and installation 
of any and all of the aforementioned items 
erected or installed in the city of Nashville, and 
see that all laws and ordinances governing them 
are complied with. Upon completion of the 
erection or installation of any of the aforemen- 
tioned items, said Electrical Inspector shall in- 
spect the same, and, if found to be in compli- 
ance with the laws and ordinances governing 
such matters, and when the fees, as hereinafter 
set forth are paid, shall issue a certificate per- 
mitting the use and operation of the same, bear- 
ing his signature, a copy of which shall be re- 
tained and filed in the office of the City Treas- 
urer. None of the aforementioned items shall 
be put in general or permanent use or operation 
until a certificate permitting the use and opera- 
tion of the same is obtained from and signed by 
the Electrical Inspector. Said Electrical In- 
spector must inspect and approve or disapprove 
within forty-eight (48) hours from notice that 
any of the aforementioned items are completed 
and ready for inspection. The Electrical In- 
spector shall make an inspection of all the afore- 
mentioned items already erected or installed or 
that may hereafter be erected or installed, and 
all additions to or changes made in any such 
items; and if found safe and in good order for 
continued use or operation and in compliance 
with the laws governing same, he shall issue a 
certificate permitting the continued use or oper- 
ation of same; and if found in bad order or in 
need of repairs or not in compliance with the 
laws governing same, he shall order such re- 
pairs as may be necessary, which repairs shall 
be made at once, and in compliance with the 
laws governing the same; and if unsafe, he shall 
issue a notice to make the sau\^ aV ow^^ ^scAc\r> 
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discontinue the use or operation of tlie same 
until it is made safe and in compliance with 
the laws governing the same. He shall keep a 
book in which he shall record every inspection, 
with the date, what and for whom insjpected; 
every certificate he issues, with the date, to 
whom and for what issued; every notice he 
serves, with the date; and the amount of fees 
in each case; and he shall ascertain and record 
the date and manner in which said notices are 
complied with. No person, firm or corporation 
shall equip any building with wiring or appa- 
ratus or make any alteration of, change in, or 
addition to any electric wiring or apparatus 
without first notifying the Electrical laspector 
in writing, with a general description of what 
is intended to be done, and in case of altera- 
tions of, changes in, or additions to, or recon- 
struction of, any electric wiring for lights, ap- 
paratus or equipment, a written permit therefor 
must be obtained from the Electrical Inspector, 
and the work done as herein prescribed, and 
upon completion shall be inspected by the Elec- 
trical Inspector, and, if in conformance to the 
laws governing the same, and upon the payment 
of the proper fees for said inspection, said In- 
spector shall issue a certificate of acceptance 
and approval of said alterations, changes, addi- 
tions or reconstruction. The fees for inspection 
of alterations, changes, additions and recon- 
structions shall be based on the number of lights 
or apparatus directly on the lines of wire al- 
tered, changed, added or reconstructed, in the 
same proportion as set forth in the schedule 
of fees for the inspection of new work. Fees 
shall be charged on all new wiring and only 
on additional wiring and actual alteration, 
changes, or reconstruction of wiring affecting 
five or more sixteen c. p. lights, or more than 
one arc light, or more than one ceiling fan. If 
anx part of the electric wiring, apparatus or 
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equipment, in or about any building, shall be 
found dangerous to life or property, and when 
the owner or user of such wiring or equipment 
does not within a reasonable time, not exceed- 
ing ten days after service of notice by the Elec- 
trical Inspector, make said wiring, apparatus 
or equipment safe and free from such danger 
to life and property, said Electrical Inspector 
shall order the person, firm or corporation, fur- 
nishing electric current to said building, to cut 
off and immediately cease to supply electric cur- 
rent to said building until said wiring, appa- 
ratus or equipment is made safe and free from 
such danger to life or property, and then only 
upon the presentation of a certificate to that 
effect from the Electrical Inspector, can the 
current be turned on again to said building. 
And it shall be unlawful to use any electric wir- 
ing, apparatus or equipment or to furnish elec- 
tric current to the same after notice from the 
Electrical Inspector to discontinue the use of or 
to cease to furnish electric current to the same, 
or that said apparatus, wiring or equipment is 
dangerous to life or property. 

427. The schedule of fees for inspection of 
electric wiring for lights, motors, heaters and 
other electrical equipment, shall be as follows: 

Where wires are ta be concealed (porcelain knob or 
tube, or installation of iron conduit), for equip- 
ment of ten outlets or less $1 50 

For each additional outlet up to and including 25 10 

For each additional outlet over 25 05 

For open or moulding work, for equipments of ten or 

less 16 c. p. lamps or equivalent 1 00 

For each additional lamp, ten and including 25 05 

For each additional over 25 02 

Arc lamps and ceiling fans, for equipment of three or 

less 1 00 

For each additional up to and including ten 15 

For each additional over ten 05 

Wiring for motors: 

Motors 2 horse-power or less 50 

Motors over 2 horse-power and less than 5 horse-power 1 00 
Motors over 5 horse-power and leas IXiaxi. \^ \i<st^^ 

power "V^^ 
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Motors over 10 horse-power and less than 15 horse- 
power 2 00 

Motors 15 horse-power and over. 2 50 

Heaters and other electrical equipment will be charged 
same as motors, counting 746 watts as one horse-power. 
(August 30, 1907.) 

428. Any person, firm or comoration who shall 
do, or attempt to do, electrical construction 
work, whether original work or alterations, 
without giving notice in writing to the Elec- 
trical Inspector and obtaining a permit to do 
said work, shall upon conviction thereof be fined 
not less than five dollars nor more than fifty 
dollars for each offense; and any firm, person or 
corporation who shall violate any of the pro- 
visions of this ordinance for which a penalty is 
not herein otherwise provided, and any occu- 
pant or owner of premises where electric wir- 
ing or apparatus is used, or to be used, who 
shall refuse to allow or interferes with any In- 
spector in the discharge of his duties under this 
ordinance, shall, upon conviction, for each of- 
fense, be fined not less than five dollars nor more 
than fifty dollars. (Do.) (August 30, 1907.) 

431. It shall hereafter be lawful for any per- 
son, firm or corporation to erect or maintain 
over any sidewalk, street, avenue or alley in the 
city of Nashville, illuminating signs of elec- 
tricity or gas, electric sign or signs, as herein- 
after prescribed in this ordinance, and for the 
purpose of this ordinance; an electric sign is 
hereby declared to be any sign constructed as 
follows: Signs, all or any part of the letters of 
wliich are made in an outline of incandesceiit 
lamps; signs with flushed, painted or raised let- 
ters and having a border of incandescent lamps; 
the number of incandescent lamps for each side 
of any electric sign prescribed in this ordinance 
shall not be less than one lamp for each one and 
one-half square feet of sign surface, signs to be 
wJrod in multiple voltage not to exceed one hun- 
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dred and fifty, wire to be rubber-covered and 
equipped with weather-proof sockets. 

432. That signs erected by authority of this 
ordinance, and overhanging any sidewalk, 
street, avenue or alley, must l)e placed at least 
nine feet above the sidewalk, street, avenue or 
alley; that signs erected overhanging any side- 
walk may extend the full width of said side- 
walk; that no sign authorized to be erected by 
this ordinance shall commence a distance 
greater than two feet from the building, meas- 
ured from the side of the sign nearest to the 
building; and that both sides of all horizontal 
signs must be equally illuminated; that signs 
erected by authority of this ordinance must be 
illuminated each and everj^ night from dusk un- 
til the hour of 9:30 p. m. When signs are 
erected across alleys, the signs are to be twenty 
feet above the ground. 

433. All signs erected under the provisions of 
this ordinance shall be first approved bv the 
city electrician, and every person erecting a 
sign who shall not first have had the same in- 
spected and approved by the city electrician 
shall be subject to a fine of ten dollars ($10). 
(September 9, 1904.) 

434. It shall be lawful for any firm or cor- 
poration to erect any electric sign upon the river 
front provided that said sign shall be con- 
structed of metal. (Amended March 15, 1907; 
March 29, 1907.) 
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CHAPTER XIX. 



Ordinances Relating to the Department of 

Buildings. 



Part I. 

514. The Department of Buildings.— That 
there shall he a department called the * * Depart- 
ment of Buildings," which shall be composed 
of the Mayor, the Chief of the Fire Department 
and the Chief of Police, who shall be styled the 
^ * Building Commissioners of the City of Nash- 
ville." 

515. Appointment of Inspector of Buildings. 
— That there be, and is hereby, created in con- 
nection with the Building Commissioners the 
office of Building Inspector, which officer shall 
be elected by a majority vote of the City Coun- 
cil. 

Qualification of Inspector. — Such Inspector 
of Buildings shall be a competent architect or 
practical builder, who has been engaged in the 
active duties of his occupation for at least five 
years. 

Shall pass examination. — The Inspector of 
Buildings and such Assistant Inspectors of 
Buildings as may hereafter be appointed or 
elected shall be required to pass an examination 
before a board composed of two regular archi- 
tects and two master builders and the City En- 
gineer of said city, and to produce to the City 
Council a certificate of competency from such 
examining board. The architects and master 
builders shall be chosen by the City Council. 

Time and place of examination. — It shall be 

the duty of the City Council to designate a time 

and place and give public notice thereof by pub- 

lication at least three times in the daily papers 
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of said city when such board will convene for 
such examination. 

Such examination shall be open to any archi- 
tect or builder with a practical experience in 
his occupation of at least five years and who 
shall wish to compete for said position. All 
candidates shall be examined by such board in 
both the theory and practice of architectural 
construction, in the calculation of the strength 
of material, strength of a truss, stability of an 
arch, and in such further details as shall seem 
best to the board. 

Board to Report to the City Council. — ^After 
such examination, said board shall report in 
writing to said City Council the names of such 
persons to whom certificates have been issued, 
and from such persons said City Council shall 
elect such officer. 

Oath of Office. — ^He shall, before entering 
upon the duties of his office, take and subscribe 
an oath before the City Recorder to faithfully 
and impartially discharge the duties of his of- 
fice, and shall give a bond in the sum of five 
thousand dollars, with two or more sufficient 
sureties or with some surety company, to be 
approved by the City Mayor and City Attorney, 
conditioned for the faithful performance of his 
duties. He shall keep an office at such place as 
may be designated by the Building Commis- 
sioners. 

Shall keep a record of all applications for per- 
mits. — ^It shall be the duty of said Inspector to 
keep a record of all applications for permits, 
which shall be regularly numbered in the order 
of their issue; also a record showing the num- 
ber, description and size of all buildings erected 
in the city during his term of office; of what 
material constructed; the aggregate of the num- 
ber; kind and cost of all buildings; the inspec- 
tion, removal and condemnation of buildings-^ 
and al] other matters proper to \>Q; y^^ot'?^^^^ 
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Shall inspect when notified. — It shall be the 
duty of said Inspector, upon being notified, to 
visit and inspect any building ur)on or in which 
work is being done, under any of the provisions 
of this ordinance to do so. 

Action against Inspector. — And if said In- 
spector shall fail or neglect to attend within 
forty-eight hours after notice is served for that 
purpose, he shall forfeit and pay the sum of 
ten dollars for each and every day he shall fail 
and neglect to attend beyond forty-eight hours, 
which penalty shall be recoverable by action in 
the name of the City of Nashville for the use of 
owner, contractor or contractors of said build- 
ings. 

Duties of Inspector. — It shall be the duty of 
the Inspector of Buildings to sign all certificates 
and notices required to be issued under this 
ordinance, to make complaint of all violations 
thereof to the Building Commissioners, to keep, 
in proper books for the purpose a register of all 
transactions of the office and to submit to the 
City Council a yearly report of all such transac- 
tions, and to enforce all the conditions of this 
ordinance. 

Power of Inspector. — The Inspector of Build- 
ings shall have full power to pass upon any 
question arising under the provisions of this 
ordinance relative to the manner of construction 
or material to be used in the erection, alteration 
or repair of any building. 

Proridvd, hou'ever, That should any question 
arise between the Inspector of Buildings and 
the owner and architect of any building, or 
should the owner or architect object to any order 
or decision of said Inspector, the matter shall 
be referred to a committee of three persons, one 
of whom sliall be chosen by the Inspector of 
Biiildiiii2:s, one bv the owner or other interested 
})nrty, and the third shall be the President of 
fJie City Council; and a decmoTi ol V\\^'^^ T<ii- 
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erees submitted in writing to the Building Com- 
missioners shall be final and conclusive. The 
referees thus chosen shall be entitled to five dol- 
lars for each and every day or fractional part 
thereof for such service, to be borne equally by 
the two parties interested therein. 

Shall examine all buildings being erected. — 
The Inspector shall examine all buildings, or 
cause the same to be examined, upon or in which 
work is being done under the provisions of this 
ordinance, as often as i)racticable, and make a 
record of all violations of this ordinance, to- 
gether with street and number where such viola- 
tions are found; name of the owner, lessee, oc- 
cupant, architect and builder, and all other mat- 
ters related thereto. 

Shall examine all dangerous buildings. — It 
shall be the duty of the Inspector to examme, 
or cause to be examined, all buildings reported 
to be dangerous or damaged by fire or accident, 
and to make a record of such examinations, in- 
cluding the nature of the same and the nature 
of the damage, with the name of the street and 
number of the building and the name of the 
owner, and to examine all buildings under ap- 
plication to be removed, raised, enlarged, al- 
tered or built upon, if considered necessary, and 
to make a record of the condition of the same. 
Such record shall always be open to the insi)ec- 
tion of the public. The Ins])ector of Buildings 
and his regularly authorized assistants are 
hereby given authority to, and shall, enter any 
building in the city of Nashville in the dis- 
charge of his duties, and shall order and compel 
the suspension of any work l)oing done in viola- 
tion of the provisions of this ordinance, and 
shall prohibit the use of any material or the 
maintenance or o])eration of any nuu^hinery in 
violation of the ])r()visions of tliis ordinance or 
the violation of any otlior ordinance of U\c> Q\ts 
of Nashvi]]e. 
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And no person shall continue the construction 
of any building, or use any material in or about 
any building, or use any machinery in or about 
any building, after said Inspector of Buildings, 
or his regularly authorized assistants, have di- 
rected, in writing, the suspension of the use 
thereof. 

The Inspector of Buildings and his regular 
authorized assistants are hereby given author- 
ity and are directed to make such tests as may 
be necessary to determine the safety of the con- 
dition of any buildings or machinery which it 
becomes their duty under the provisions of this 
ordinance to inspect. 

Clerk and assistants. — The Secretary to the 
Mayor shall act as clerk to the Building Com- 
missioners and the Inspector of Buildings, and 
shall issue all permits under the instruction and 
supervision of the said Commissioners and In- 
spector; and he shall receive as compensation 
for said work the sum of three hundred dollars 
annually, payable monthly. Such additional 
assistants as may be deemed necessary may be 
elected by the City Council. Such assistants 
shall have had at least five years' experience?. 

Inspector and assistants not to be engaged in 
any building business. — The Inspector and as- 
sistants shall not, during their term of office, be 
employed or engaged, directly or indirectly, in 
any building business, or enter into any con- 
tract for building for others or for furnishing 
materials, specifications or plans for building 
for others. 

Salary and term of office of Inspectors. — The 
term of office of the Building Inspector shall 
be for two years, and his salary shall be eighteen 
hundred dollars annually, payable monthly. 
The term of office of the assistants, except the 
clerk of the Inspector, shall be as fixed by the 
City CoimcW at the time of election; provided, 
th^i't no assistant shall be elected iox ^Xcsvi^^sv 
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time than two years. The salary of the assist- 
ant inspectors shall be fixed by the City Council. 

. Part II. 

516. Preliminary requirements. — ^No wall, 
structure, building or part thereof, platform or 
staging, shall hereafter be erected, unless it be 
sufficiently strong for the purpose intended, and 
also in strict conformity to the provisions of 
this ordinance. No building already erected 
shall be raised, altered, repaired, moved or built 
upon in any manner that would be in violation 
of any of the provisions of this ordinance or of 
the permit issued thereunder. 

517. Application .for permits. — ^When any 
person or persons shall be desirous of erecting, 
repairing or altering or changing in any way 
any building or structure within the limits of 
said city, he or they, or their authorized agents, 
shall make application at the office of the In- 
spector of Buildings for an application for a 
permit, and shall furnish said Inspector with a 
written statement, upon a blank form furnished 
by said Inspector for that purpose, together 
with the plans and specifications of the same 
when required, which shall be delivered to the 
Inspector of Buildings, and shall remain in his 
custody a sufficient length of time, not exceed- 
ing six days, to allow the necessary examination 
to be made of the same, after which, if it shall 
appear to said Inspector that the laws and ordi- 
nances of such city are, and are contemplated 
to be, complied with, he shall grant such appli- 
cation. Said application shall state the name 
of the street and number or location of the build- 
ing, the contract price, and shall be signed by 
the owner or his authorized agent. If the said 
Inspector shall so require, copies of said plans 
and specifications shall he fv\ed\Tv\\\'^ o^o.^^^:^^ 
the completion of the biiWdrn^ ox ^\xx5l^X^>^^^ ^^ 
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question; and no owner, architect, builder or 
otlier.person shall make any change in any such 
plans or specifications, or in the structural parts 
of any such repairs, buildings or alterations for 
which a permit has been granted, without the 
consent of the Inspector of Buildings. 

Alterations in drawings or specifications, or 
work correspondingly, which does not involve 
any change in the structural parts or conflict 
witli any of the requirements of this ordinance, 
may be made without pennission of the In- 
s})ector of Buildings. 

Repairs of buildings or structures, the cost 
of which will not exceed ten dollars, may be 
made without notice to the Inspector of Build- 
ings; but which repairs shall not be construed 
to include the cutting away of any stone or brick 
wall or any portion thereof, the removal or cut- 
ting away of any support, or the removal, 
change, or closing of any staircase, or the con- 
struction or change of any chimney, or the 
change, removal or repair of any roof, or the 
closing, opening, or change in any manner of 
any door or window. Nothing in this section 
shall be construed to prevent tlie Inspector of 
Buildings from granting ap{)lications for per- 
mits for the erection of any part of a building 
or any part of a structure where the ])lans and 
dctail(Mi statements of said l)uilding or structure 
hav(* h^ow ])resentod for the same before the en- 
tii'o plans and detailed statements of said build- 
ing or sti*uctui*e have been submitted. 

Plans and speciflcations. — The Building In- 
sp(M*t()r shall bo entitled to demand plans and 
sjxMMfications of all structural work to be sub- 
initi(^d to hiui. In case plans and specifications 
do not clearly rcpn^sent the character of mate- 
lial and woi-k intended or how intended, he may 
(l(M))an(l additional ])lans, specifications and de- 
tnils. 



Building Laws of Nashville, Tenn. 45 

Basis of approval or disapproval. — The basis 
of approval or disapproval of plans and specifi- 
cations, or of condemnation of structures by the 
Inspector of Buildings, shall be the conditions 
of this ordinance, and shall not be the opinion 
or judgment of the Inspector of Buildings, un- 
less sustained by this ordinance. 

518. Permits. — No work or repairs shall be 
done upon any structure, building or shed in 
the city of Nashville (except as hereinbefore 
tioned) without a permit from the Inspector of 
Buildings. 

Before proceeding with the erection, enlarge- 
ment, alteration, repair, or removal of any build- 
ing in the city of Nashville, a permit for such 
erection, enlargement, alteration, repair or re- 
moval shall first be obtained by the owner or 
owners, or his or their agents, from the In- 
spector of Buildings; and it shall be unlawful 
to commence or proceed with the erection, en- 
largement, alteration, repair or removal of any 
building or structure or any structural parts 
thereof, within the city of Nashville, unless such 
permit shall first have been obtained from the 
Inspector of Buildings. No permit shall be 
valid unless accompanied by the warrant of the 
City Comptroller, properly signed by both the 
Comptroller and the City Treasurer, showing 
that the legal fee for such permit has been paid 
into the city treasury. 

519. Revocation of permits. — Should the In- 
spector of Buildings become convinced that the 
work under such permit is not proceeding ac- 
cording to the detailed statement, plans and 
specifications upon which such permit was is- 
sued, but is proceeding in violation of the laws 
or ordinances, it shall be his duty to notify the 
owner or owners, or his or their agents, iij writ- 
ing,, that the work is being constructed in vio- 
lation of the permit and the ordiuai^ve^, *ec^^^^ 
the same must be immediateVj x^jcJOAsA \.^ ^^'^- 
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form to the building laws. If the owner or 
owners, or his or their agents, neglect to comply 
with the said laws or fail to make corrections, 
it shall be the further duty of the Inspector of 
Buildings to revoke said permit; and notice 
thereof shall be immediately served upon the 
owner, agent, superintendent or contractor in 
charge of the work, and posted on the property. 
Said notice shall be in writing, signed by the In- 
spector of Buildings ; and after such revocation 
of permit, any contractor or workman perform- 
ing any work in or about said structure, build- 
ing or premises shall be guilty of a misde- 
meanor, and, upon conviction thereof, shall be 
fined not less than ten dollars nor more than 
fifty dollars, or, upon failure to pay such fine, 
be imprisoned not exceeding thirty days. 

Limit of permit. — ^Every permit shall be con- 
sidered canceled if active work is not com- 
menced within six months of date of issue. 

520. If raised or built upon, must conform to 
ordinance. — ^No building already erected or 
hereafter built shall be raised or built upon in 
such manner that, were such building wholly 
built or constructed after the passage of this 
ordinance, it would be in violation of any pro- 
vision thereof. 

521. Fees for permits. — ^For all permits, ex- 
cept as hereinafter specified, fees as follows 
shall be paid by the applicant: for repairs or 
work of any kind on buildings or structures of 
any kind, or on awnings, signs, or billboards, or 
new fences, costing more than ten dollars and 
less than twenty-five dollars, the fee shall be 
twenty-five cents ; for buildings or structures of 
any kind, alterations or repairs, costing more 
than twenty-five dollars and not exceeding two 
hundred and fifty dollars, fifty cents ; more than 
two hundred and fifty dollars and not exceed- 
ing one thousand dollars, one dollar; more than 
one thousand dollars and not exceeding five 



k- 
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thousand dollars, one dollar for each addi- 
tional thousand dollars or fractional part of 
cost; more than five thousand dollars, fifty- 
cents for each additional thousand dollars or 
fractional part more than five thousand dollars 
of cost; provided, that no permit shall cost 
more than ten dollars. 

All fees shall be paid into the city treasury, 
and no permit shall be valid until such fees shall 
have been paid. 

Part III. 

522. Definitions. — ^Alteration. — Alteration 
means any change or addition, excepting neces- 
sary repairs, in, to or upon any building affect- 
ing any wall, chimney, flue, stairway or the 
plan, arrangement, structural part of any build- 
ing, or such as conflicts with any of the require- 
ments of this ordinance. 

Appendages. — ^Dormer windows, cornices, 
moldings, bay windows, towers, spires, ventila- 
tors, etc. 

Apartment house. — Any building which is in- 
tended or designed for or used as the home or 
residence of two or more families or households 
living independently of each other. 

Areas. — Sub-surface excavations adjacent tb 
the building line for lighting or ventilation of 
cellars or basements. 

Attic story. — ^A story situated either in whole 
or in part in the roof. 

Basement story. — ^A story whose floor is three 
feet or more below the sidewalk and whose 
height does not exceed eleven feet in the clear 
and is suitable for habitation. 

Bay window. — A first-floor projection for a 
window other than a tower projection or a show 
window. 

Bearing walls. — Those on which beams, gird- 
ers or trusses rest. 

Brick building. — A buildmg >bCL<^ ^^y^^ ^^ 
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which are built of brick, stone, iron or other sub- 
stantial and incombustible materials. 

Building line. — The line of demarcation be- 
tween public and private space. 

Business buildings. — These embrax^e all build- 
ings used for business purposes, thus including, 
among others, hotels, theaters and office build- 
ings. 

Cellar.— A cellar is that portion of a building 
below the first floor of joists if partially or en- 
tirely below the level of the parking, street or 
ground, and not suitable for habitation. 

Cement. — By natural cement is meant one 
made by calcining natural rock at a heat below 
incipient fusion and grinding the product to a 
powder. 

Cement mortal'. — A proper proportion of ce- 
ment and sand without the admixture of lime. 

Concrete. — Concrete is a species of artificial 
compound of (1) the matrix, composed of de- 
ment and sand, and (2) the aggregate, which 
may be either gravel or broken stone. 

Division wall. — One that separates part of 
any building from another part of the same 
building. 

External wall. — An external wall means every 
outer wall or vertical inclosure of a building 
other than a party wall. 

Factory building. — A factory building shall 
be taken to mean every building in which goods, 
wares, merchandise and articles of general and 
special utility are manufactured. 

First stol'^^ — The story the floor of which is 
at or above the level of the sidewalk or adjoin- 
ing ground, the other stories to be numbered 
in regular succession, counting upward. 

Foundation. — That i)()rtion of wall below the 

'vcl of street curb, and, whore the wall is not 
a street, that portion of wall below the level 
the highest ground next to the wall. 

Wi'ame huildm^, — A buildmg; ox ^lY\3Let>3LY^ the 
»tzor walls of whicli are coiis.traeVe;^ ol"^c>c>^. 
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Hotels. — A hotetl shall be taken to mean and 
to include every building or part thereof in- 
tended, designed for, or used for. supplying food 
and shelter to residents or guests, and having 
a general public dining room or cafe, or both. 

Height of building. — The height of buildings 
shall be measured from the curb level at the 
center of the front of the building to the top 
of the highest point of the roof; and for pitched 
roofs, one-half of the height of the highest gable 
shall be taken as the highest point of the build- 
ing. 

Inflammable materials. — ^Inflammable mate- 
rial consists of dry goods, clothing, millinery, 
and the like in stores, flyings or goods in fac- 
tories, or other substance readily ignited by 
droppings of fluings from electric lights. 

Lodging houses. — A lodging house shall be 
taken to mean and include every building in- 
tended, designed for, or used for providing and 
letting lodgings, but in connection with which 
no public dining room or cafe is maintained. 

Mansard roof. — A mansard roof is one formed 
with an upper and under set of rafters, and the 
upper set more inclined to the horizon than the 
lower set. 

Measurement of buildings. — For the purpose 
of this ordinance the greatest linear dimensions 
of any building in its depth shall be considered 
its length; the next greatest linear dimensions, 
its width. 

Office building. — An office building shall be 
taken to mean and include every building which 
shall be divided into rooms above the first floor 
and be intended and used for business purposes. 

Oriel window. — A projection for a window 
above the first floor. 

Parking. — Parking is the space between the 
sidewalk and the building line. 

Parking line. — TheJine separating park^^^ 
and sidewalk. ^ 
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Partition. — ^An interior division constructed 
of iron, glass, wood, lath and plaster, or other 
materials. 

Shed. — ^A skeleton structure for storage or 
shelter. 

Show window. — A store window in which 
goods are displayed for sale or advertisement. 

Square thereof. — The square or level of the 
walls before commencing the pitch for the roof. 

Standard depth for foundations. — ^For brick 
and stone buildings, four feet below the curb 
line; for two-story frame buildings, not less than 
twenty-four inches below the grade line of lot; 
and for one-story frame buildings, not less than 
eighteen inches below the grade line of lot. 

Standard depth of cellars. — The standard 
depth for business houses shall be at least ten 
feet below the lowest part of the curb line; and 
for dwelling, apartment and tenement houses, 
not less than seven feet in the clear below the 
first-floor joists. 

Standard fire doors. — Wood doors or shutters, 
double thickness of wood, cross or diagonal con- 
structed, covered on both sides and all edges 
with sheet tin, joints securely clinched and 
nailed. 

Street. — All streets, alleys and avenues. 

Tenement house. — A building which, or any 
part of which, is to be occupied or is occupied 
as a dwelling by more than two families living 
independently of each other and doing their 
cooking on the premises. 

Thickness of a wall. — The minimum thickness 
of a wall is equal to the width of two bricks, in- 
cluding mortar joints. For each additional 
thickness above the minimum thickness, add 
the width of one brick, allowing three-eighths 
of an inch for mortar joint. 

Veneered building. — Frame structure, the 
walls covered above tk*^ sill by a four-inch wall 
of brick, stone or concrete instead of wood cov- 
ering. 
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of at least one hundred and fifty pounds to tlie 
square inch; otherwise, cements of the various 
kinds used shall conform to the specifications 
established by the engineer's office of the city of 
Nashville. 

527. Quality of lumber.— All timbers and 
wood beams used in any building shall be of 
good, sound material, free from rot, large or 
loose knots, shakes or imperfections whereby 
the strength may be impaired, and of such size 
and dimensions as the purposes for which the 
building is intended require. 

528. Structural metal. — Structural metal of its 
various kinds for various structural purposes 
shall be of a quality equal to that expressed by 
the specifications of the Association of Ameri- 
can Steel Manufacturers. All structural steel 
shall be so fabricated as to equal the standard 
specifications of the Association of American 
Steel Manufacturers for workmanship and fab- 
rication. 

Connections between various structural mem- 
bers of metal of whatever kind and connections 
and relations between metal and other build- 
ing material of whatever kind shall be made, as 
to material, design and workmanship, in a man- 
ner to insure the full strength and safe efficiency 
of the various connected and related parts. 

All structural metal work done under this 
ordinance shall be of the standard of the best 
engineering authorities. 

Part V. 
Oalculatian — Strength of Material. 

529. Safe loads for masonry work. — The safe 
bearing load to apply to good brick work shall 
^e taken at eight tons per square foot when lime 

rtar is used, eleven and one-half tons per 
ire toot when lime and cement mortar mixed 
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is used, fifteen tons per square foot when Port- 
land cement mortar is used. The safe bearing 
load to ai)ply to rubble stone work shall be taken 
at twelve tons per square foot when Portland 
cement is used; when cement other than Port- 
land is used, nine tons per square foot; when 
lime and cement mortar mixed is used, eight 
tons jjer square foot; and when lime mortar is 
used, six tons per square foot. The word 
^^ton," wherever used in this ordinance, shall 
be construed to mean a ton of two thousand 
pounds. The safe bearing load to apply to con- 
crete when Portland cement is used shall be 
taken at fifteen tons per square foot ; when ce- 
ment other than Portland is used, five tons per 
square foot. 

530. Factors of safety. — Where the unit of 
strength of any material is not specified in this 
ordinance, the relation of allowable unit stress 
to ultimate strength shall be as one to four for 
metals subjected to tension or transverse stress, 
as one to six for timber, and as one to ten for 
natural or artificial stones and brick or stone 
masonry. But wherever working stresses are 
prescribed in this ordinance varying the factors 
of safety hereinabove given, the said working 
stresses shall be used. 

531. Tests far material. — Structural materials 
and soils, of wiiatever nature, shall be subjected 
to such tests to determine their character and 
quality as the Inspector of Buildings shall di- 
rect; the tests shall be made under the super- 
vision of said Inspector, or the architect or 
owner may file with him a certified copy of the 
result of tests, such as he may have prescribed, 
which have been made. 

532. Cast iron or steel pipe columns, when. — 
Steel pipe columns of proper proportions may 
be used in remodeling two or three-story build- 
ings, or in the construction of one and two-story 
buildings, wliere they are placed wo\. tw^x^ ^Oc^^s^a. 
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eight feet on centers, or not more than eight feet 
from the farthest other support. Such pipe 
columns shall be fitted with regular pipe 
flanges at each end, threaded and screwed on 
until the pipe extends through the flange, the 
pipe and flanges at each, end to be faced off in 
a lathe at right angles to the lengthwise line of 
the column. Such columns to have, in addition, 
top and bottom bearing plates of proper thick- 
ness and dimensions; Provided^ however, That the 
length of steel pipe or cast iron columns shall 
not be more than thirtv times its least diameter. 
Cast iron columns supporting walls shall have 
solid flanges not less than eight inches in diam- 
eter. (Amended March 15, 1907.) 

533. Wind pressure. — All structures exposed 
to wind shall be designed to resist a horizontal 
wind pressure of thirty pounds for every square 
foot of surface thus exposed, from the ground 
to the top of same, including roof, in any direc- 
tion. In no case shall the overturning moment 
due to wind pressure exceed seventy-five per 
cent of the moment of stability of the structure. 

In all structures exposed to wind, if the re- 
sisting moments of the ordinaiy materials of 
construction — such as masonry partitions, floors 
and connections — are not sufficient to resist the 
moment of distortion due to wind pressure taken 
in any direction on any part of the structure, 
additional bracing shall be introduced sufficient 
to make up for the difference in the moments. 

In calculations for wind bracing, the working 
stresses may be increased by fifty per cent. 

In buildings under one hundred feet in height, 
provided the height does not exceed four times 
the width of base, the wind pressure may be 
disregarded. 
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Part VI. 

Floor Loads and Temporary Supports. 

534. Floor loads.— The dead loads in all build- 
ings shall consist of the actual weight of walls, 
floors, roofs, partitions aad all permanent con- 
structions. 

The live or variable loads shall consist of all 
loads other than dead loads. 

Every floor shall be of sufficient strength to 
bear safely the weights to be imposed thereon, 
in addition to the weight of the materials of 
which the floor is composed. If it be used as a 
dwelling-house, tenement house, apartment 
house, hospital, or lodging house, each floor 
shall be of sufficient strength in all its parts to 
bear safely upon every square foot of its surface 
not less than fifty pounds; if to be used for of- 
fice purposes, not less than seventy-five pounds 
upon every square foot above the first floor, and 
for the latter floor one hundred aad fifty 
pounds ; if it is to be used as a school or a place 
of instruction, not less than one hundred pounds 
upon every square foot; if to be used for stable 
or carriage-house purposes, not less than eighty- 
five pounds upon every square foot; if to be 
used as a place of public assemblage, not less 
than one hundred and twenty-five pounds upon 
every square foot; if to be used for ordinary 
stores, light manufacturing and light storage, 
not less than one hundred pounds upon every 
square foot; if to be used as a store where heavy 
materials are to be kept or stored, warehouse, 
factory, or other manufacturing or commercial 
purpose, not less than two hundred pounds upon 
every square foot. 

The strength of factory floors intended to 
carry running machinery shall be increased 
above the minimum given in this section in ^yo- 
portian to the degree of irvotioia. \\^!^\^ V^ ^^ 
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transmitted to the floor, as may be required by 
the Inspector of Buildings. 

The roofs of all buildings shall be propor- 
tioned to bear safely thirty pounds upon every 
square foot, measured horizontally, in addition 
to the weight of the materials composing the 
same. 

For sidewalks and areas the live loads shall 
be taken to be three hundred pounds upon every 
square foot, measured on a horizontal plane. 

Vertical supports shall be of sufficient strength 
to bear safely the weight of each and every 
floor depending upon it for support, in addition 
to the weight required, as before stated, to be 
supported safely upon said portion of said floors. 

535. Structural loads. — In all cases provision 
shall be made for carrying the full super-im- 
posed dead load. Beams shall be proportioned 
to carry the full live aad dead load. Beams, 
girders and columns shall be proportioned to 
carrv full dead and live load of roof or other 
loads which are or may be constant. Except- 
ing as subsequently mentioned and as above in- 
dicated, girders may be proportioned to carry 
eighty-five per cent of the super-imposed live 
load and all of the dead load. Columns not car- 
rying roof loads or constant loads may have 
their actual super-imposed live loads reduced 
by five per cent for each succeeding lower floor 
until fifty per cent of the live load fixed by the 
above section shall have been reached, when 
such reduced loads shall be used for all remain- 
ing: floors. 

Proper provision shall be made for eccentric 
loading. 

Structural members cariying elevators and 
elevator machineiy shall be proportioned to 
carrv the full live and dead loads. In anv 
structure where it should appear that the live 
Sads may at any time be constant on the floor 
tbrougbout the height oi W\e ^^.Twetxrc^ q>y 
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throughout any bay thereof, such live loads 
shall be treated as constant loads, and no reduc- 
tion shall be made therein for any super-im- 
posed load. In warehouses, factories, school 
buildings, auditoriums or theaters, the girders 
and columns shall be proportioned to carry the 
full live and dead loads. 

536. Loads on floors to be distributed. — The 
weight placed on any floor of any building shall 
be safely distributed thereon. The Inspector of 
Buildings shall require the owner or occupant 
of any building, or any portion thereof, to re- 
distribute the load on any floor or to lighten 
such load where he deems it necessary. 

537. Strength of existing floors to be calcu- 
lated. — ^Before any building hereafter erected is 
occupied and used in whole or in part as a ware- 
house, storehouse, factory, workshop or store 
where heavy materials are to be kept or stored 
or machinery introduced, and before any build- 
ing erected prior to the passage of this ordi- 
nance, but not at such time occupied for the 
aforesaid purposes, is occupied or used in whole 
or in part for any of said purposes, the weight 
that each floor will safely sustain upon each 
square foot thereof shall be ascertained and 
posted by the owner in a conspicuous place in 
each story or varying part of each story of the 
building to which it relates. No person shall 
place, or cause to be placed, on any floor of any 
building any greater load than the safe load 
posted as aforesaid. 

538. Strength of temporary supports. — ^Every 
temporary support placed under any structure, 
wall, girder or beam during the erection, finish- 
ing, alteration or repairing of any building or 
structure, or any part thereof, shall be built of 
sufficient strength to safely carry the load to be 
placed thereon. 
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Part VII. 
Excavations and Faundations. 

539. Excavations. — ^AU excavations for build- 
ings shall be properly guarded and protected by 
the person, persons or corporations causing the 
same to be made, so as to prevent from becom- 
ing dangerous to life or limb, and shall be 
sheath-piled where it may be necessary, or by 
some other methods approved by the Inspector 
of Buildings, to prevent the adjoining soil from 
caving in by reason of its own weight or by rea- 
son of any weight that may rest upon it. 

540. Agent or owner to be notified. — ^When- 
ever there shall be aay excavation hereafter 
commenced upon any lot or piece of ground, 
and there shall be a building or buildings on 
adjoining lot and standing upon or near the 
boundary line of said lot, the person or persons 
making such excavations shall notify the owner 
or agent of said building thereof, in writing,. at 
least ten days before commencing such excava- 
tions, except in cases where the Inspector of 
Buildings declares an emergency to exist; then 
said Building Inspector shall have the risrht to 
name the length of time for notice to adjoining 
property owners or agents. Any person who 
shall excavate to a greater depth than ten feet 
below the sidewalk grade in front of same shall, 
at his own cost and charge, save and protect 
the owners of adjoining property from injury 
or damages resulting from such excavation, or 
he shall be liable in a civil action to the party 
injured to the full amount aforesaid. In case 
the excavation is ten feet or less below the side- 
walk grade in front of same, the owner or own- 
ers of adjoining property shall protect, under- 
pin, or make perfectly stable his, her or their 
property at their own cost and expense. Per- 
mission to enter adjoining property in order 
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that such work may be done must be granted by 
adjoining property owner ; provided, he shall be 
indemnified for any injury done to said prop- 
erty. 

541. Depth of excavations. — ^AU excavations 
for walls, piers and columns of brick or stone 
buildings shall extend to a depth of not less than 
two feet below any adjoining surface exposed 
to frost, to a good, solid bottom of such charac- 
ter as to provide safe support to loads intended 
to rest thereon. 

542. Depth of foundations for dwellings. — ^Ex- 
cavations for foundation walls of two-story 
frame dwellings shall not be less than eighteen 
inches below the established grade line of the 
lot on which they rest unless the foundation 
rests on solid rock. 

543. Foundations. — ^Under no circumstances 
shall the foundation of any brick or stone build- 
ing be built upon filled or made earth. Founda- 
tions shall be proportioned to the actual loads 
they will have to carry in the completed and 
occupied building. 

All buildings shall have foundations of brick, 
stone or concrete, iron or steel. Where metal 
is incorporated or forms part of the whole of 
the foundation, it shall be thoroughly protected 
from rust by paint, concrete or other approved 
methods of protection. 

Foundations for dwelling houses and other 
Wooden structures shall be of brick, stone or 
concrete, and shall not be less thaa eight inches 
thick; Provided^ That one-story residences may 
be built upon cedar posts, which shall be sunk 
into the ground not less than eighteen inches. 

544. Footings. — ^All basement and foundation 
walls shall have footings proportioned to the 
sustaining value of the soil and the loads to be 
imposed thereon. 
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Part Vni. 

Walls, Piers and Partitions. 

. 545. Materials of walls. — The walls of all 
buildings, other than veneered, frame or wood 
buildings, shall be constructed of stone, brick, 
Portland cement, concrete, iron, steel or other 
hard, incombustible material; and the several 
component parts of such buildings ghall be as 
herein provided. All buildings shall be in- 
closed on all sides with independent walls, un- 
less party walls are constructed in the follow- 
ing manner, to wit: Such walls shall be built 
either of reinforced or solid Portland cement 
concrete, or if built of brick, only cement mor- 
tar shall be used, and every brick in the filling 
of said walls shall be surrounded with mortar. 
Such party walls shall be four inches more in 
thickness in each story and foundation, than the 
thickness of outside walls as provided in this 
ordinance for buildings of the same class. 
Party walls shall, in all cases, be plastered on 
both sides; Provided^ That residences of not 
more than two stories may have party walls. 
(Amended March 15, 1907.) 

546. Walls and piers. — In all walls of the 
thickness specified in this ordinance the same 
kind or quality of materials may be used in piers 
or buttresses. Bearing walls shall be taken to 
mean those walls on which the beams, girders 
or trusses rest. 

The walls and piers of all buildings shall be 
properly and solidly bonded together with close 
joints filled with mortar. Tliey shall be carried 
up plumb and straight. The walls of each story 
shall be built to a line, and shall be built up the 
full thickness to the top of the beams above. 

All brick laid in non-freezing weather shall be 
well wetted before being laid, except non-ab- 
sorbent brick. 

All isolated piers shall \)e WiW. oi ^Vottv^^'P^tI- 
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land cement concrete, or good, hard, well-burned 
brick laid in lime or cement mortar. In case 
piers are faced with pressed brick, they must 
be laid so as to have proper bearings of mortar 
under each pressed brick, so that the strength 
of the pier may be fully maintained on all sides. 

547. Brick piers.— Brick piers shall be built 
of good, hard, well-burned brick of uniform size, 
laid in cement or lime mortar, with uniform 
joints throughout facing and backing, and of 
sufficient size to carry safely the load which they 
are intended to carry. The joints shall not ex- 
ceed three-eighths of an inch in thickness. 

One course of brick shall be laid over the 
whole surface of the pier, and each brick to be 
thoroughly surrounded with mortar, and all to 
be properly bonded, and the joints slushed full 
of mortar before the next course shall be laid. 
The top of the pier when finished shall be level 
for the capstone, plate, or other covering. 

Proper bearings, proportioned to weight to 
be sustained and full size of pier, shall set un- 
der all columns or girders bearing on said piers. 
Oolitic or stratified stone shall not be used in 
any basement pier. 

Isolated piers shall not exceed in height ten 
times their least dimension. 

Where walls or piers are built of coursed 
stone, with dressed level beds and vertical 
joints, said walls or piers shall be proportioned 
to the duties they have to perform. 

In case of an external brick pier, the plate 
may be reduced sufficiently in size to allow four 
inches of brick work to intervene between the 
edge of the plate and the face of the pier ex- 
posed; Provided, That the part of the pier over 
which the plate extends shall be equal to the 
duty imposed thereon. 

548. Walls for business buildings. — The ex- 
pression, ''walls for business buildings/' sliall 
be taken to mean and include m \.\v\^ e\a^^^^^^ 
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for the following, as defined in ' 'Part m. — Defi- 
nitions:" Hotels, lodging houses, o£Bee build- 
ings, warehouses, factory buildings, and public 
buildings. Said walls, if brick work, shall be 
of the following thickness: 





s 

1 




g 


1 


6 


1 


1 

1 


■s 


1 


1 


1 


i 


1 


i 


Oaeslory IS 


12 1 1^ 
























Two stories ail 


a) 

as 
as 


so 

2(1 
^4 

a* 


IS 
























30 
JO 


a) 

24 






















?4 


















Five slories 


16 
SO 
















Sis stories 


13 
















E 












Eight swri«, 
TeH atones... 
Twelve stories 


16 


li 


IS 


Id 


1! 



The above table shall apply to walls not ex- 
ceeding one hundred and twenty feet in length, 
without intermediate cross walls. Walls ex- 
ceeding one hundred and twenty feet in length 
shall be strengthened by either four inches ad- 
ditional thickness on each story, or by seven- 
teen-inch pilasters at least every twenty feet on 
each story, and for each additional one hundred 
feet in length, the thickness of such walls shall 
be increased four inches on each story. The 
side walls of all business buildings in the fire 
districts shall be extended three feet above the 
roof of said building, at all points of contact, ex- 
cept in ease where such walls abut on streets 
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which extension shall serve, and is intended, as 
a fire wall, and shall not be less than twelve 
inches thick. (Amended March 15, 1907.) 

549. Buildings having the first story, the base^ 
ment, or both, designed for business purposes, 
and the upper stories for dwellings, shall have 
walls, if of brick, of the following thickness: 
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The above table shall apply to all walls of 
sixty feet and -under in length; walls exceeding 
sixty feet in length shall not have more than 
two upper stories twelve inches thick, unless 
strengthened by cross brick walls or pilasters. 

550. Walls for dwellings and apartment and 
fiat buildings. — Dwellings and apartment and 
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flat buildings shall have walls, if of brick, of the 
following thickness: 
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The above walls apply to all walls sixty feet 
and under in length; when over sixty feet in 
length, such walls shall not have more than 
two upper stories twelve inches thick, unless 
strengthened by brick cross walls or pilasters. 

A single dwelling one story high, a single 
storehouse one storj'- high and not more than 
twenty-five feet wide, and single out-houses one 
story high, may be erected with brick or con- 
crete walls nine (9) inches thick; Provided, That 
none of said walls are more than thirty-five (35) 
feet long, and the story does not exceed twelve 
(12) feet in height, and if of brick, said walls 
shall have at least fifty (50) per cent of new 
brick, and that wood colmiiiis and girders may 
be used in the front of such one-story store- 
house; also for remodeling the front of one-story 
storehouses. (September 27, li)07.) 

551. Division walls, thickness of. — The thick- 

"B for each story and basement of all brick 
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walls in dwellings, apartments, and flat build- 
ings shall be as shown in the following table: 
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552. Partitions in two-story dwellings or 
apartments. — Partitions of brick or Portland 
cement concrete not less than nine inches in 
thickness may be used above the first floors, 
where stud partitions in buildings are allowable 
under this ordinance. "Where such partitions 
exceed one story in height, thirteen-inch fonnda/- 
tion walls shall be provided. 

Hollow tile partitions may be used imder sim- 
ilar conditions if constructed and proportioned 
as elsewhere indicated in this ordinance. No 
hollow tile partitions less than eight inches in 
thickness shall be used as a bearing wall. Such 
partitions, if more than one story high, shall 
be provided with twelve-inch foundations. Hol- 
low tile partitions less than nine inches in thick- 
ness may be provided with nine-inch founda- 
tion walls in basement; Provided, Said basement 
is not more than ten feet in the clear. 

In case of dwellings or apartments more than 
two stories in height, eight-inch walls of con- 
crete or brick may be used in lieu o^i ^'tyA- '^^"c- 
titions specified in this ordinaace. "Vi^- "^'=> "^"^sft. 
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however, shall eight-inch walls be more than 
two stories in height without sub-walls propor- 
tioned as elsewhere indicated in this orcUnance. 

This section of this ordinance in no way af- 
fects the provision relating to division walls in 
dwellings. 

553. Foundations for frame dwellings.— 
Frame dwellings not over two stories high may 
have outside foundation walls of brick or Port- 
land cement nine inches in thickness where floor 
level of basement or cellar is not more than 
five and one-half feet below the established 
grade, if provided with proper lateral supports. 
In case of veneered frame houses, the foundar 
tion of Portland cement concrete or brick shall 
be four inches thicker than the above. In event 
of depth of basement floor being more than five 
and one-half feet below the established grade, 
or in event of basement or cellar being more 
than ten feet in depth, outside foundation walls 
shall be four inches thicker than the above, and 
shall be provided with proper lateral supports. 
Bubble foundations not less than sixteen inches 
in thickness may be used for any part of frame 
house foundation. 

Inside walls of brick or Portland cement con- 
crete may be nine inches in thickness if not over 
ten feet in height. 

No wall under any part of a frame dwelling 
shall be less in thickness than above. This ap- 
plies to porches, bay windows and other apppr; 
tenances to a dwelling. 

Proper ventilators shall be provided in foun^ 
dation, one under each outside wall of each 
room. 

By lateral supports or walls is meant cross 

alls, buttresses or other supports made of Port- 
l cement concrete, brick or stone. 
" foundation walls as above shall be pro- 
with footings properly proportioned to 
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carry the super-imposed load on the soil where 
they are used. 

554. Frame veneered and flat buildings, height 
of. — No. person or persons shall hereafter con- 
struct any wooden, frame, brick or stone ve- 
neered apartment or flat buildings more than 
two and one-half stories in height. 

555 Wooden or veneered apartment and flat 
buildings; division fire walls, when. — Ji the 
groimd area of any two-story frame or veneered 
apartment or flat building hereafter constructed 
exceeds forty-five hundred superficial feet in 
area, then there shall be constructed division 
walls of brick, stone or other incombustible ma- 
terial, extending from front to rear and built 
from basement through the roof of such build- 
ing as a fire wall; Provided, That in all build- 
ings covered by this section the street frontage 
shall not exceed fifty-five feet without a division 
wall constructed from front to rear of such 
building and constructed of such materials as 
above provided for division walls. 

All apartment or flat buildings hereafter con- 
structed or erected within the city of Nashville 
that are over two stories in height shall have 
the outside walls constructed of brick, stone 
or other incombustible material, and, if more 
than one flat or apartment in width, shall have 
division walls of brick, stone or other incom- 
bustible material, extending from front to rear 
and from basement through roof of said build- 
ing, as aforesaid. 

It shall be unlawful to construct any brick 
or stone veneered building, for any purpose, 
over two and one-half stories in height. 

556. Basement walls for brick or stone build- 
ings, thickness of. — M\ basement walls built of 
brick shall be laid in lime or cement mortar. 
If solid buttresses, or if iron or steel pillars, 
not over eighteen feet between centers^, with, ^xki- 
ficient strength, to carry trus^e^ ot ^t^<s^^«> ^^^ 
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used, then the thickness of the walls may be re- 
duced four inches; Provided, however, That no 
brick wall shall be less than twelve inches in 
thickness. 

The thickness of walls specified herein and 
set forth in the tables for the various buildings 
are intended to apply to all exterior inclosing 
walls and all such interior walls as may be re- 
quired for the support of floors and roofs. 

557. Curtain walls, thickness of. — ^No curtain 
wall shall be over one story in height, without 
underbearing, and not less than twelve inches 
in thickness, except in cases of tenement or 
apartment buildings, where they may be eight 
inches in thickness. 

558. Additional thickness of walls, when. — 
Where it should appear that extra or additional 
strain shall come upon any wall or pier, extra 
jDrovision shall be made for carrying the same 
by additional thickness of walls or additional 
size of pier or the addition of proper pilasters. 

559. Party wall three feet above roof, when. — 
When an adjoining roof comes in contact with 
a party wall, the said party wall shall be at least 
three feet above the adjoining roof at all points 
of contact, and there shall be no openings in 
such wall above contact of roof 

No such wall shall be of less thickness than 
the wall next below. 

Where any room, elevator extension or ap- 
pendage of any kind above the roof of any busi- 
ness building is not entirely of incombustible 
material, in the fire limits of the city, and is 
less than six (6) feet from the property line 
or from a wall separating such building from 
an adjoining building or property where an ad- 
joining building may be erected, said wall on 
the property line, or line separating said build- 
ing from an adjoining building or property, 
shall be built up opposite and two feet beyond 
each end, and two feet above the roof of Quch 



Building Laws of Nashville, Term. 69 

room, elevator extension or appendage, of brick, 
stone, concrete or terra-cotta, not less thah 
twelve (12) inches thick. 

On all business buildings in the fire limits, 
and all brick, stone, concrete or terra-cotta 
buildings for church, school or educational pur- 
pose, dormitory, hospital, asylum, sanitarium 
or hotel, and all other buildings that are three 
or more stories in height, in any part of the city, 
the walls containing the brackets or supports 
for metal cornices or ajppendages shall be of 
brick, stone, terra-cotta or concrete, not less 
than twelve (12) inches thick to the top of such 
cornice or appendage, and that there shall not 
be less than four (4) inches thickness of said 
wall back of all wood brackets or supports for 
such metal cornice or appendage. 

In those portions of the fire limits bounded 
by Demonbreun Street on the south; Eleventh 
(iltli) Avenue on the west; Gay Street on the 
north and the Cumberland River on the east, 
the brackets and all other supports of cornices 
or other appendages on all buildings shall be 
of structural metal of substantial proportions, 
built into the walls, and anchored into the build- 
incf in a substantial manner, and no wood shall 
be used in any part thereof. (Sec. 14, 1907.) 

560. Recesses in walls, when. — ^Recesses may 
be made in external walls provided the thick- 
ness of the backs of such recesses be not less 
than eisrht inches. 

561. Fireproof doors, when.— Whenever it be- 
comes desirable to cut an opening through or 
leave an opening in any party or division wall, 
notice shall be filed with the Inspector of Build- 
ings, who shall; when satisfied that such open- 
ing will be protected by a fireproof door or 
doors on each side of the wall, said doors to be 
sliding doors wherever practicable, issue a per- 
mit therefor; Provided, hmbever^ That ilq ^xv^qK 
fireproof door or doox^ oxi e^e\v ^^.^i.^ ^"i 's^^J^ 
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party or division wall shall be required when 
automatic sprinklers are installed in such build- 
ing. (Amended May 24, 1907.) 

562. Hollaw walls. — ^Hollow walls, not being 
bearing walls, may be used in all cases ; but all 
hollow walls shall be bonded or tied togeth^ 
with incombustible anchors, placed not more 
than three feet apart. If used as bearing walls, 
the thickness shall be reckoned by their solid 
parts, unless either part is less than eight inches 
thick, and solid connections are made in up- 
right directions not less than twelve inches wide 
or not more than eight inches apart from cen- 
ters. 

563. Hollaw brick. — ^Hard-burned hollow 
brick may be used for the inside course of walls 
of buildings when well bonded into the solid 
brick walls; Provided, hotvevcr, That the strength 
of walls so built shall be sufficient to properly 
support the dead and live loads they may have 
to sustain. 

564. Exteriar walls. — ^Exterior walls faced 
with stone shall have a backing of not less than 
eight inches of hard-brick work laid in mortar. 
But in no case shall the thickness of stone and 
backing taken together be less than the thick- 
ness required for a brick wall of the height as 
given in tables. 

The stone facing of such walls shall be always 
securely tied to the brick backing by means of 
bond stones or metal clamps. 

565. Stone cornice, how laid. — In all cases 
where a wall is finished with a stone cornice, 
the greater weight of material of such cornice 
shall be on the inside of the face of the wall, 
so that the cornice shall firmly balance upon the 
wall. 

' 566. Brick walls, how bonded. — In every brick 
all every sixth course of brick shall be a head- 
course, except where walls are. faced with 
brick, in which case evexy ^\xV\\ eo\«^^^aaJi 
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be bonded with Flemish headers, or by cutting 
the course of face brick and by putting in diag- 
onal headers behind the same, or by metal an- 
chors. 

All heading courses shall be of good, hard, 
perfect brick. 

567. Backing of walls faced with ashlar, how 
thick. — ^In all walls which are faced with thin 
ashlar anchored to the backing, or in which the 
ashlar has not alternate headers and stretchers 
in each course or alternately heading and 
stretching courses, the backing of brick shall 
not be less than twelve inches thick. 

Each stone of said ashlar work shall be prop- 
erly anchored. 

The backing of all walls, of whatever material 
it may be composed, shall be of such thickness 
as to make all walls, the facing of which is less 
than four inches thick, conform as to thickness, 
independent of the facing, with the require- 
ments of this ordinance. 

568. Wooden girders or lintels not allowed, 
when.— It shall be unlawful to erect, construct, 
or build any rear, front, party, division or par- 
tition wall upon wooden girders, rafters or lin- 
tels, or to support any such wall by any wooden 
support whatever. But all such supports shall 
be of iron, brick or stone and shall rest on suf- 
ficient stone or incombustible templates. 

569. No timber allowed in brick walls. — No 
timber shall be used in any wall of any building 
as a means of support where stone, brick or 
iron is used as a common construction, except 
arch forms for interior arched openings and on 
the inner side of openings in outside walls of 
buildings not of fireproof construction, arch 
forms not to rest on wall exceeding two inches. 
( Amended March 15, 1907. ) 

570. Anchors, where. — The end or side and 
party walls shall be anchored at e^Q\v \\fe\: <^\ 
beams or joists at intervals oi iio\. T£iQne^ ^vksas^ 
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ten feet with good, strong, wrought-iron anchors 
at least three-eighths by one and one-half 
inches, well built into the walls and fastened to 
the beams; and where the beams are supported 
by girders, the end of the beams resting on the 
girders shall be butted together at the same dis- 
tance apart and in the same beams as the wall 
anchors, and shall be well fastened. 

All wall anchors shall run within four inches 
of the opposite side of the wall, where they do 
not run through the wall. 

571. Height of wall above another wall no 
more than two stories. — ^In the construction of 
any building, no wall shall be carried to a 
greater height than two stories above any other 
wall of the same building. All walls shall be 
securely braced during the process of construc- 
tion. 

572. Floor beams or joists. — ^Floor beams or 
joists shall have a bearing of at least four* inches 
at each end. 

The butts or ends of all floor beams and raft- 
ers entering a brick wall shall be cut on splay 
of three inches in their width. 

573. Trimmers and headers hung in stirrups. 
— ^Every trimmer or header more than four feet 
long, or tail joists used in floors of any build- 
ings, except in dwellings, shall be hung in stir- 
rup irons of suitable strength for the weight to 
be supported. 

574. Roof and floor timbers not to go through 
walls. — ^Eoof and floor timbers entering the 
same wall from opposite sides shall have at least 
four inches solid brick work between the ends 
of said timbers, except foundation walls in 
dwellings. 

575. Floor timbers not to enter chimney wall. 
* U floor beams, joists and headers shall be 

it least two inches clear of any wall enclos- 
Sre i3ue or chimney brea;st. 
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576. Furred walls or chimneys. — In all walls 
or chimneys furred with wood, two courses of 
the brick work between the ends and opposite 
the wood beams or joists shall protect the thick- 
ness of the furring beyond the inner face of the 

wall. 

577. Scantling partitions not to support floors, 

when. — Scantling partitions shall not be em- 
ployed to support any floor or roof, except in 
dwellings and two-story store buildings; Pro- 
vided, however. That in store, warehouse and fac- 
tory buildings wood columns and girders of 
proper proportions may be used on the interior 
of one, two and three-story buildings, and for 
the second, third and fourth stories of four-story 
buildings, and for the third, fourth, fifth stories 
of five-story buildings in the fire district; Pro- 
vided, however, Said building shall in all other 
respects conform to the provisions of this ordi- 
nance. (Amended March 15, 1907; September 
27, 1907.) 

578. Non-combustible supports. — No building 
hereafter erected to be used for an apartment 
house, hotel, lodging house, office building, hos- 
pital, school building, assembly hall of any kind 
or public building, located in any part of the 
city, or any structure within the fire district of 
the city, shall be constructed with floor beams 
or joists of wood exceeding twenty-six feet 
clear span, except in store, factory or office 
building, thirty-two feet or less in width, be- 
tween outside walls. Except as otherwise pro- 
vided in this ordinance each joist shall have 
proper bearings at end on non-combustible or 
properly insulated material. These supports 
may be of stone, brick or other forms of burned 
clay, concrete or structural metal. In the case 
of structural metal, it shall be properly insu- 
lated against the destructive action of heat in 
the following manner: 

Such insulation shall be made; oi\ratxi^ O^^a:^ ^ 
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All linings in basement mnst project four 
inches beyond the lining in the first story. 
Skeleton steel or iron construction may be used, 
with posts and girders, supporting each story 
and carried up to full height of proposed build- 
ing, resting on sufficient footings. 

584. Height of stories. — The height of stories 
for all given thicknesses of walls must not ex- 
ceed eleven feet in the clear in the basement, 
eighteen feet in the clear for the first story, fif- 
teen feet in the clear for the second story, four- 
teen feet in the clear, average height of all 
stories above the second. 

If any story exceeds these heights, respec- 
tively, the walls of such story and of all thd 
stories below the same shall be increased ia 
thickness four inches in addition to the thick- 
ness already mentioned. 

585. Ground dampness. — In all cases where 
the nature of the soil is damp or contains wa- 
ter, suitable provision shall be made to carry 
off such dampness or moisture by means of 
drainage tiles laid inside or outside of the wallj 
or both. Such drain tiles shall be connected 
with a catch basin or other suitable device, and- 
thence discharged into a dry well or sewer. * ] 

Part IX. 
Chimneys, Flues, Etc. 

586. Chimneys. — All chimneys shall be built 
of brick, stone, or other incombustible materialj 
and whether built inside or outside of buildings, 
or whether connected with the same or isolatej^ 
shall have foundations designed and built ifi 
conformity with the provisions relative to foutt 
dations of buildings hereinafter given. 

All chimneys or flues already erected, or thslt 
may be hereafter erected, that are in a danger; 
ous condition, shall be taken down or repaired 
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to conform to the provisions of this ordinance, 
and all stovepipes and sheet-metal flues that 
are dangerous or not in accordance with the pro- 
visions of this ordinance shall be removed and 
made to conform to the provisions of this ordi- 
nance within ten days from service of notice. 
(September 27, 1907.) 

Every chinmey not forming a part of a wall 
shall rest upon the ground or other sufficient 
fireproof foundation. 

All chimneys or smoke flues occurring in ma- 
sonry walls shall have a wall eight inches thick 
at the back, and when corbeled out, shall be 
supported by at least five courses of brick, but 
: shall not be corbeled over a wall more than two- 
thirds the thickness of the wall; and if sup- 
ported by piers, the same §hall start from the 
foundation on the same face with the chimney 
above. All chimneys occurring in brick walls 
r shall be bonded to the walls at every fifth course 
• from the bottom to the top in regular bond. 

Sheet-metal smoke flues inclosed in vent flues 
^ are prohibited. 

All chimneys shall be topped out at least four 
feet above the top of the roof at point of con- 
tact, if a flat roof, and at least eight feet above 
the eaves of a pitched roof. 

No chimney flue shall be less than eight by 
eight inches in diameter, when used as a smoke 
flue. 

No furnace or boiler flue shall be less than 
eiprht by twelve inches. 

. Timber of any kind shall not rest on chimney 
walls, but in all cases framing timber shall be 
kept at least two inches away from the outer 
face of chimney walls ; Provided, That corbeled, 
brick fire stops shall be used between chimney 
and joists, as in case of walls. 

Brick smoke flues, chimneys or stacks having 
a sectional area greater than five kuTLAt^^Sc 
sqnare inches shall have hollow ^aX\a, m^\c^OoL 
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the combined thickness of the inclosing walls 
shall be at least twelve inches, and the air spaxje 
between the inner and outer walls shall be not 
less than two inches. 

For a distance of two feet below the smoke 
outlet and at least ten feet above it, such flue, 
chimney or stack shall be lined with fire bricks 
laid in fire-clay mortar, together with the open 
ing for smoke pipe. 

The tops of all smoke flues, chimneys or 
stacks which may hereafter be erected exceed- 
ing a sectional area of one hundred and seventy 
square inches shall extend to a height of not 
less than twelve feet above the roof of the build- 
ing. 

Where there are other buildings within a ra- 
dius of fifty feet, any smoke flue which exceeds 
five hundred square inches in area shall be car- 
ried to a height sufficient to protect such build- 
ings from smoke and gases, or suitable and ap- 
proved smoke-consuming devices may be used 
to serve the same purposes. 

All flues in party walls shall be kept at least 
two inches from the party line of said wall, ex- 
cept joint flues, which shall be separated by a 
four-inch width of brick work the entire length. 

All stovepipe or sheet-metal flues shall con- 
nect with chimneys or flues substantially built 
of brick, stone or concrete, which shall comply 
in all respects with the requirements of this 
ordinance. 

No stovepipe or sheet-metal flue shall be run 
through the floors, ceilings, roof or outside walls 
of any buildings, except as provided in Section 
594 of this Digest. The tops of all chimneys or 
flues for two feet in height shall be laid in ce- 
mient mortar, one part cement, two parts sand. 
No boiler, oven, or furnace for heating purposes, 
for cooking candy, preserves, meats, rendering 
lard, melting of metal or other such purposes, 
shall be connected to any flue not built in ac- 
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cordance with the provisions of this ordinance 
for such purpose, unless the same be made to 
conform to the provisions of this ordinance for 
such purpose. 

And in no case shall any chimney or flue rest 
upon, or be supported by, any wood floor or ceil- 
ing joist or any wooden support of any kind 
whatever; nor shall any stovepipe or sheet-metal 
flue be connected with any flue supported by any 
wooden floor, or ceiling joist, or other wood sup- 
port of any kind. 

Chimneys or flues for fireplace and stovepipes 
shall have walls not less than four inches thick, 
with every joint thoroughly filled with mortar 
and smoothly plastered on the inside with good 
mortar, and the outside of such flues or chimney 
walls shall be plastered as built and before any 
woodwork is placed against it, from the bottom 
of ceiling joist to top of sheathing boards of 
roof. 

Flues larger than eight and one-half by twelve 
and one-half (8% x I214) inches, or one hun- 
dred and seven (107) square inches area, and 
all flues for boilers, ovens or furnaces of any 
kind, shall have walls eight (8) inches thick 
from the bottom of such flue to the top of the 
second-floor joist, and shall be lined with fire 
brick from one foot below smoke inlet to ten 
feet above same, and shall be lined with flue lin- 
ing from top of fire brick to one foot above the 
sheathing boards of the roof on the upper side 
of roof. (September 27, 1907.) . 

587. Dangerous chimneys and flues. — ^It shall 
be unlawful to maintain any chimney, flue, fire- 
place or heating apparatus on any premises 
when, in the opinion of the Building Inspector, 
they shall be dangerous or unsafe by reason of 
endangering the buildings on said or adjoining 
premises or otherwise. In all such cases the In- 
spector shall at once notify, in writing, the 
owner, ag^ or other party having an m\.^i^<^^\ 



\ 
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in said premises, and shall require him to make 
the same safe; and upon the neglect of the party 
so notified to comply with the provisions of said 
notice for a period of fifteen days after the serv- 
ice of said notice upon him, he shall be subject 
to a fine of not less than one dollar and not 
more than fifty dollars, and each day's continu- 
ance of such violation shall constitute a separate 
offense. 

588. Hot-water and furnace pipes. — ^In all 
cases where hot-water, steam, hot-air or other 
furnaces are used, the furnace pipe must be kept 
at least two feet below the beams or ceilings 
above the same, unless said beams or ceilings 
shall be properly protected by a shield or tin 
plate suspended above said smoke pipe, with 
sufficient space for the free circulation of air 
above and below said shield; and where they 
are inclosed in wooden partitions, they shall be 
covered with asbestos. And smoke pipes shall 
in all cases be kept at least eighteen inches from 
the beams or ceilings, as aforesaid. 

589. Furnaces, tops of brick, etc. — The tops of 
all furnaces set in brick must be covered with 
brick or concrete, and all shall be covered with 
at least two inches of concrete, supported by 
iron bars. 

590. Portable furnace, top of. — The top of ev- 
ery portable furnace not set in brick shall be 
kept at least one foot below the beams or ceil- 
ings, with a shield of metal made tight and sus- 
pended below the said beams or ceilings and ex- 
tended one foot beyond the top of the furnace 
on all sides. 

591. Hot-air registers. — All hot-air registers 
from hot-air furnaces hereafter placed in the 
floor, of any building shall be set in iron borders 

'ot less than two inches in width. There shall 

3 an open space of at least one inch on all sides 

the register box, extending; iroTo. \Ni^ ^xTv^^et- 
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side of the ceiling below the register to the bor- 
der of the floor. 

The outside of said space to be covered with 
asbestos made tight on all sides, to extend from 
the underside of the aforesaid ceiling up to the 
underside of said border. 

592. Gas, water and steampipes. — Gas, water 
or steam or other pipes which may be introduced 
into any building other than dwelling houses 
shall not be let into the beams, unless the same 
shall be placed within twelve inches of the end 
of the beam, nor be let into the beam more than 
two inches. 

593. Hearths. — ^All hearths for fireplaces shall 
rest on Portland cement concrete trimmer 
arches not less than four inches thick, the 
header kept at least two feet from chimney 
breast. The backs of all fireplaces shall not be 
less than eight inches thick, all stovepipe holes 
to have proper thimbles and stoppers. No 
chimney shall be less than seventeen inches 
thick and no stack less than twenty-one inches 
thick, no woodwork to be used in constructing 
the chimnev. 

All chimneys containing fireplaces shall be 
built between floors full size of base, entirely 
of masonry, no woodwork to form any part of 
its construction. Comer chimneys containing 
fireplaces shall be built on each, side of their 
three sides of solid masonry the full size of base. 

594. Metallic chimneys. — Smokestacks or 
chimneys built of steel or iron shall be thor- 
oughly anchored or guyed, but shall not pass 
through the floors of a building unless protected 
by fireproof walls entirely closing the stack or 
chinmey. Where smokestacks or chimneys of 
iron or steel pass through the roofs of boiler 
houses, the roofs shall be protected with a metal 
jacket. 

Metallic chimneys or smoke^\.?iek^ ^^a5\ "^^V 
b^ used inside of any bmldmg m ^wc^^aya^sx^ ^^ 
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to pass through the floors or roof of same unless 
properly protected. 

595. Metallic smoke flues.— Where metallic 
smokepipes of a dimension of twelve inches or 
less pass through a wood or plastered stud par- 
tition, they shall be surrounded either by a body 
of brick, hollow tile, porous terra-cotta or other 
incombustible substance, measuring at least 
four inches all around such smokepipe; or they 
shall be surrounded by a sheet-metal thimble 
made of two concentric rings at least two inches 
apart, and the entire thimble so constructed 
that there shall be a free circulation of air be- 
tween the two rings forming the same. 

Six-inch smokepipes may have thimbles with 
one-inch air space. Metallic smokepipes of 
greater dimension than eight inches shall be 
kept at least sixteen inches away from any 
woodwork, and the said smokepipe must be cov- 
ered with at least two inches of asbestos cement 
applied on wire lath; or the woodwork above 
said smokepipes must be protected with sheet 
metal, porous terra-cotta, hollow tile, plaster or 
asbestos board. 

596. Chimneys or cupolas. — Smokestacks, 
flues and connections, other than those above 
named, may be made or constructed, which shall 
be built of metal, brick, concrete or other suit- 
able non-combustible material, to be supported, 
arranged and connected in a manner to conform 
to the established practice of the best engineer- 
ing authorities. 

597. Boilers placed.— No boiler to be used for 
steam or motive power shall be placed on any 
floor above the cellar floor, unless the same is 
set on non-combustible beams and arches or on 
an incombustible platform. And all boiler set- 
tings shall conform to the established practice of 
the best engineering authorities. 

598. Stoves and ranges.— ^laexe ^\,on^ qx 
ranges are set upon combus^tWAej ^oot^, \)c\fel 
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shall be so set as to leave an air space between 
them and the floor, and the floor shall be pro- 
tected by sheet metal. 

All brick-set or large, portable ranges shall 
be set on hearths of brick or cement, the said 
hearth to extend at least twelve inches beyond 
the face of the range. 

599. Ash boxes. — All receptacles for ashes 
within the fire district shall be of incombustible 
material. 

600. Drying roams. — All walls, ceilings and 
partitions inclosing drying rooms, when not 
made of fireproof material, shall be wire-lathed 
and plastered, or covered with metal, tile or 
other incombustible material. 

601. Bake ovens. — ^Bake ovens shall rest on 
solid foundations or metal beams or columns. 
The sides and ends shall be at least two feet 
from anv woodwork, and the crown arch at least 
four feet from ceilings that have wood joists. 
The hearth in front of bake ovens shall extend 
at least three and one-half feet beyond the face 
of said oven. 

602. Boiler rooms. — All boiler rooms hereafter 
constructed in any building other than dwelling 
houses shall be protected with brick, iron, tile 
or other fireproof material; Providedj That this 
section shall not apply to fireproof buildings. 

603. Warm-air pipes of tin. — All warm-air 
pipes next to woodwork for conducting warm 
air from furnaces or radiators shall be standard, 
bright tin warm-air conductors, covered with 
asbestos, the lathing around same to be wire 
lathing. Horizontal furnace pipes in basement 
shall be kept at least four inches below joist, 
and shall be covered With a double thickness of 
asbestos if in four inches of joist. 
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Part X. 
Stairs, Entrances and Exits. 

604. Stairs. — ^AU buildings erected or altered 
for use as a store, factory, hotel, or lodging 
house, except as herein otherwise provided, cov- 
ering a building area of more than five thousand 
square feet, shall be provided with a stairway 
not less than three feet six inches in width for 
all structures under three thousand five hun- 
dred square feet of area, and six inches of ad- 
ditional length of tread for each five hundred 
square feet of area. Buildings of the above 
area housing more than fifty people shall be pro- 
vided with one additional stairway not less than 
three feet six inches in width. 

Buildings whose building area exceeds five 
thousand square feet and not exceeding seven 
thousand five hundred square feet shall be pro- 
vided with at least two stairways, neither of 
which shall be less than four feet in width. For 
structures of greater building area the length 
of tread shall be increased by six inches for each 
five hundred square feet additional building 
area. 

Buildings having wooden floors supported by 
wooden joists or containing stud partitions shall 
have one additional stairway for each five thou- 
sand square feet of building area in excess of 
seven thousand five hundred square feet, where 
said structure is more than two stories high. 
Stairways shall be placed as remote from each 
other as possible. 

Fireproof, slow-burning structures may be 
provided with two stairways of capacity as 
above if properly located. 

605. Engineers' stationary ladders. — ^Every 
building in which machinery or boilers are 
placed in the cellar or lowest storj^ shall have 

&tationaj'y ladders or stairs leadm^ ^\x^q>\, Itota. 
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sncli storv to manhole above on the sidewalk 
or other outside exit. 

606. Stairs in apartment ar flat buildings.— 
Every apartment house, flat building, tenement 
house, and dwelling over two stories in height 
shall be provided with at least two distinct and 
separate staircases. 

607. Stairs far school buildings. — All school 
buildings two stories in height, with joist con- 
struction of wood supporting floors and having 
more than three rooms on the second floor, shall 
have at least two stairways leading from the 
first to the second floor and as far removed from 
each other as possible. 

School buildings having four rooms on the 
second floor shall have ten feet of lineal tread 
surface therefor, but no stairway of school 
buildings shall have less than four lineal feet 
of tread for each stairway to second floor. For 
each additional second-floor room seating not 
over fifty pupils, stair service shall be based 
upon two lineal feet for each schoolroom upon 
that floor. 

Stairways from first floor to grade line shall 
be provided with six inches of additional tread 
for each schoolroom seating over fifty pupils 
in excess of the stair service from the first to 
second floor. Stairways to basement shall be 
at least three-fourths of stair service to first 
floor. Each stairway to second floor shall be 
provided with landing about halfway up, which 
shall equal in length the width of the tread. 

Exceptions may be made for stairways in fire- 
proof school buildings or those constructed ac- 
cording to the slow-burning system, in which 
case single stairways, centrally located, of above 
capacity, shall be provided from the first to the 
second floor in case of building not having more 
than six rooms seating over fifty pupils each on 
the second floor. However, school b\]L\ld\\>s:^ <^^ 
any class of construction s\\a\\\ie ^x<^n\^<^^^*^^ 



86 Building Laws of Nashville, Term. 

entrances, two in number, located as remote 
from one another as possible, from first floor to 
grade line and to basement, and shall be pro- 
portioned as above stated. 

No riser in any stairway shall be over seven 
inches high, and no tread shall be less than 
eleven inches on the top. Stairway eight feet 
or more in width shall be provided with substan- 
tial rail in the middle thereof. 

All stairways and landings shall have carry- 
ing capacity of at least two hundred pounds to 
the square foot. There shall be door exits to 
the exterior of all buildings which shall at least 
equal the lineal feet of tread from first story 
to grade line. 

In the case of three-story school buildings, the 
width of stairs from grade to first floor and 
from first to second floor shall be increased by 
six inches for each room seating not over fifty 
pupils. 

In case assembly hall is used in attic or im- 
mediatelv under roof, stair service thereto shall 
not be less than that of stairs from first to sec- 
ond floor. 

608. Winding and circular stairs prohibited.— 
No winding or circular stairs shall be allowed 
in any of the buildings treated in this part, ex- 
cept in dwelling houses. 

Part XI. 

609. Areas; permit for area walls. — In all 
cases where area walls are to be constructed, 
or openings in sidewalks for the admission of 
coal or light, or for any other purpose, are to 
be made, a permit shall first be obtained from 
the Board of Public Works. Such permit shall 
specify the details of the construction proposed 
to be used. 

610. Use of street under sidewalk. — Any per- 
son desirous of utilizing the underside of the 
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sidewalk in front of any building owned by him 
shall construct a sufficient stone, brick or con- 
crete wall not less than two feet thick, or the 
equivalent in segment buttresses or arches, to 
retain the roadway of the street, and shall ex- 
tend the sides, division or party walls of such 
building under the sidewalk to such curb wall. 

611. Size of I beams far sidewalks. — The side- 
walk in all cases shall be built entirely of incom- 
bustible materials, supported by walls or steel 
I beams of sufficient strength to support a safe 
load of at least three hundred pounds per super- 
ficial foot, exclusive of the weight of such side- 
walk and its arches. 

612. Openings in sidewalks. — Openings in 
sidewalks for any purpose shall be covered with 
prismatic lights in iron frames, or solid iron 
cover or doors having a rough surface and set 
in iron frames, rabbeted flush with the sidewalk. 
Hinges for such doors must be flush with side- 
walk, and means must be provided for locking 
such doors or covers in place. 



Part XII. 

613. Dangerous and unsafe walls and build- 
ings. — ^Whenever any wall or other part of a 
burned or otherwise injured building is unsafe, 
or when any building or any part thereof shall 
be unsafe for the purposes for which it is used 
or intended to be used, or whenever any ma- 
chinerj^, material or staging used in or about 
the construction of any building is unsafe for 
the purposes for which it is intended or used, 
the Inspector of Buildings shall notify the 
owner, agent or occupant of such building, in 
writing, specifying wherein such danger con- 
sists and ordering such dangerous building, or 
any part thereof, of aay such machinery^ maW 
rial or staging, removed, taken do^\i^ ic:^^^^^^^ 
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or altered as the Inspector of Buildings shall 
require. 

And thereupon the owner, agent or occupant 
so, as aforesaid, notified by the Inspector of 
Buildings, shall forthwith put such wall, ma- 
chinery, material or staging in a safe condition 
or take down and remove the same. 

Should such owner, agent or occupant refuse 
to comply with the said written notice of the 
Inspector of Buildings, he shall promptly report 
his conclusions, together with such recommen- 
dations as he shall desire to make, to the Build- 
ing Commissioners. 

Whereupon it shall be the duty of the Build- 
ing Commissioners to cause notice to be served 
upon the owner, agent or occupant of said build- 
ing or other structure to appear before it upon 
a day named in such notice to show cause why 
such building or other structure should not be 
condemned in whole or in part and the same 
removed; and said Building Commissioners 
shall thereupon hear and consider the recom- 
mendations of said Inspector of Buildings ,and 
the objections thereto, if any, of such owner, 
agent or occupant, and having satisfied them- 
selves upon the matters presented, shall make 
final orders therein; and if the report and rec- 
ommendations of the Inspector of Buildings 
shall be found correct and shall be approved, 
and said building or other structure condemned 
by said Building Commissioners as dangerous 
or insecure in whole or in part, the said Com- 
missioners shall order the Inspector of Build- 
ings to forthwith give the owner, agent or 
agents notice to take such building or structure 
down in whole or in part, and clear the highway 
of all debris within such time as may be speci- 
fied in said notice; and said Inspector of Build- 
ings shall also forthwith give the tenant or oc- 
eujoant notice to vacate within such time as may 
be named in said notice, liv deS.a"v^\i c>l ^i!ckfe 
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owner or owners or agent of said building or 
other structure to comply with such order, said 
Commissioners shall order the Inspector of 
Buildings to cause said building or other struc- 
ture, or so much thereof as may have been con- 
demned, to be taken down, and the same and all 
debris to be removed, all at the expense of the 
owner or owners; and the owner or owners 
shall be liable to the city for all exp^ases in- 
curred by said Inspector in taking down such 
building or structure and the removal of the 
same and the debris thereof. 

The failure of any such owner, agent or occu- 
pant to comply with the provisions of this sec- 
tion when notified, as hereinabove provided, by 
the Inspector of Buildings so to do, shall con- 
stitute a separate violation here for each and 
every day such violation shall continue. 

614. Danger cards. — ^Whenever the Inspector 
of Buildings has knowledge of any unsafe build- 
ing, structure, or part thereof, the conditions 
being such as to endanger the public or the oc- 
cupants of such building or structure, it shall 
be his duty to affix a notice of the dangerous 
character of the building or structure in a con- 
spicuous place on the exterior thereof; and any 
person removing a notice so fixed shall be sub- 
ject, upon conviction thereof, to a fine of not 
less than ten dollars nor more than twenty-five 
dollars, or to imprisonment until such fine is 
paid, not exceeding thirty days. 

615. Debris to be dampened. — ^Every con- 
tractor or other person repairing or tearing 
down buildings, or in removing debris from any 
building, shall keep all such debris occasioned 
thereby thoroughly dampened with water, so as 
to prevent the dust, occasioned thereby from 
flyinsT around the neighborhood where such 
building is located. 
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Fart XIII. 

616. Tenements, apartment and flat buildings, 
and dwelling stairs. — ^Every apartment house, 
flat building, tenement house, or dwelling house, 
over two stories in height and having a building 
area of more than three thousand five hundred 
feet, shall be provided with at least two distiDct 
and separate staircases of ample capacity. 

The carrying capacity of stairs mentioned in 
this section shall not be less than one hundred 
and fifty pounds per square foot of their entire 
surface. 

Tenements, apartment and flat buildings, and 
lodging houses, more than two stories high, 
shall have the partitions adjacent to or inclos- 
ing stairways constructed of either brick or tile; 
or stud partitions may be used if the space be- 
tween studs be filled with brick or terra-cotta 
nogging or if metal lath be used on each side 
of studding. If metal lath be used, there shall 
be cut-offs of slow-burning materials at each 
floor. 

All wood beams shall be kept clear from all 
flues and chimneys, whether the same be smoke, 
air or other flues. 

617. Wood structures, height of. — ^No building 
over three stories in height, the outside walls of 
which are constructed of wood, except grain ele- 
vators, shall hereafter be erected in the city of 
Nashville. 

618. Combination walls. — ^Portland cement 
concrete blocks, concrete, hollow brick, hollow 

ard tile, terra-cotta, stone or metal may be 

^ in whole or in part or combination for the 

itruction of walls. Such material may be 

for backing, filling and facing when the 

*"er of material, design and construction 

as to realize the ultimate strength of 

dicated in other tables and requirements 

>ni8 purposes in building. 
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Part XIV. 
Miscellaneous. 

619. Buildixigs shall not project beyond the 
building line. — The face of any wall, pilaster or 
column of any building above the level of its 
main water-table shall not project beyond the 
building line, except as hereinafter provided. 

The plinths and columns of porticos or en- 
trances to buildings may extend not to exceed 
ten inches, and such porticos shall not be over 
thirty feet in height. 

Steps or stairways to any building shall not 
project over the property line. 

Oriel or balcony windows shall not project 
over the property line. 

Balconies for hotels and theaters may be con- 
structed in accordance with the provisions here- 
in after provided. 

620. Iron bars and posts. — ^Iron bars and 
wooden posts may be set on the side of the high- 
way for the purpose of erecting guy lines or 
derricks. Said bars and posts shall be removed 
at any time if their location is not approved by 
the Inspector of Buildings. 

Nothing in the above shall be so construed 
as to conflict with the existing laws governing 
the entering of a paved highway. 

621. Red lights.— One-half of the width of the 
sidewalk in front of any building to be erected 
or repaired may be used by contractors for a 
reasonable time for the storage of building ma- 
terial or debris; such reasonable time to be de- 
termined by the Board of Public Works, at 
whose order such material or debris shall be 
removed and cleared from the sidewalk. Any 
person having the use of any r)ortion of the 
street or sidewalk for the purpose of erecting or 
repairing any building, or for vmy o^^c^^x ^xxxi- 
pose, shall cause red lights to \ie ^\^e.^ Sxv ^ 
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conspicuous place in front of such obstruction, 
from dark until sunrise, each night during the 
time such obstruction remains, in such numbers 
as may be necessary. (Amended March 29, 
1907.) 

622. Walk and fence around building mate- 
rial. — A sidewalk or passageway at least four 
feet wide shall be kept in front of any building 
during the process of erection. Said sidewalk 
or passage shall be provided with a substantial 
fence at least four feet high on both sides of 
said sidewalk. 

623. Sidewalk to be covered, when. — ^When- 
ever any new building is to be erected, or to re- 
model any building whereby risk may be in- 
curred to any person or persons passing the 
same in the fire district, the same shall be pro- 
vided with a passageway equal to one-half the 
width of the sidewalk, said passageway to be 
covered with substantial roof ten feet from 
walk, except in cases where, in the opinion of 
the Board of Public Works, it is absolutely nec- 
essary to occupy the whole of said sidewalk, 
the Board of Public Works may grant limited 
permission in writing to enclose the sidewalk 
with a substantial fence ten feet high, provided 
a walk four feet wide is maintained around the 
same. Said fence to be provided with substan- 
tial gates for taking material in and out, which 
gates shall be kept closed when not in use. The 
Board of Public Works mav order such side- 
walk opened to the public at any time they 
may consider the circumstances justify and re- 

iuire it. In case of excavations under any side- 

'1k in the territory above described, substan- 

«»dewalks or passages shall be maintained 

Hmes. (Amended March 29, 1907.) 

"•emporary sidewalk and fence to be kept 

*• — During the time of such occupation 

ireet for such building operations the 

P persons so occupying ^a\d ^\\*^e;\. ^'alV 
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mamtain and keep in repair said temporary 
sidewalks, fences and coverings over the side- 
walks. Mortar, plaster or concrete shall not be 
niixed or stored in any street or alley in the 
city of Nashville, exceeding two wagon loads 
of material, except for repairing or laying new 
pavements. No building material, debris or 
material for excavation shall be allowed to re- 
main on any street, sidewalk or alley in a man- 
ner to interfere with convenient traffic. Ex- 
cepting in the case of streets, special permit may 
be granted for the use of ten feet of the said 
street; but in no case shall permit be granted for 
the storage of material which will in any way 
interfere with the passage of vehicles between 
moving street cars and the curb, on at least one 
side of such street at the place. Special per- 
mits mentioned under this section may be ob- 
tained from the Board of Public Works at their 
discretion. (Amended March 29, 1907.) 

625. Building material to be piled in minimum 
space. — ^All material delivered on streets in 
front of any building site shall be packed, 
corded or piled in a manner to occupy a mini- 
mum of space as soon as delivered. This sec- 
tion, however, shall not apply to brick. 

626. Gutterways. — The gutter or waterway of 
any street, avenue or alley shall not at any time 
be obstructed by any building materials or by 
any earth, sand or gravel; but such gutters or 
waterways must at all times be kept clear to al- 
low the free passage of water in and along the 
same. 

627. Smakehouses. — Smokehouses shall not 
be built in any cellar, and shall be constructed 
throughout of incombustible material, and shall 
be provided with ventilators at or near the top, 
and with guards, not less than four feet above 
the fire bed, sufficient to prevent the meats from 
falling into the fire. 

If sneb smokehouses open into cy^i\l^T Voc^^- 
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ings, such openings shall be protected by iron 
doors or shutters properly and thoroughly con- 
structed. 

628. Scuttles on flat roofs. — ^All buildings hav- 
ing flat roofs and two or more stories in height, 
now or hereafter built in the city of Nashville, 
shall have scuttle frames and covers or bulk- 
heads and doors on the roof, made of or covered 
with some fireproof material. 

All such scuttles or bulkheads shall have sta- 
tionary ladders or stairs leading to the same, 
and all such scuttles or bulkheads and ladders 
or stairs shall at all times be kept free from ot 
structions and ready for use. Li all such cases 
where stairs are used, they shall be provided 
with sufficient guard or hand railing leading to 
the roof. And all scuttles shall not be less than 
two feet by three feet. 

629. Scuttle ar bulkhead net locked. — ^And in 
no case shall the door in the bulkhead or any 
scuttle be locked, but may be fastened on inside 
bv movable bolts or hooks. 

'630. Skylights.— All skylights shall have 
frames and sash constructed entirely of metal, 
and shall be properly protected from beneath by 
metal screen. 

631. Fireproof shaving vaults. — ^No building 
shall be used or occupied in whole or in part 
for any of the trades or occupations hereinafter 
mentioned — to wit : Planing mill, sash arid door 
and blind factory, carpenter or cooper shop, 
wagon or carriage manufactory, furniture fac- 
tory, wood-turning and veneering works, agri- 
cultural implement manufactory, box or shingle 
factory or any other woodwork factory or shop 
— unless such building so occupied shall have in 
connection with it a brick vault, with fireproof 
doors, of sufficient capacity to contain all the 
shavings, sawdust, chips or other light com- 
bustible refuse conected therewith; and all shav- 
ings and other light combus^liAAe^ tojIvx^^ ^vCJ^Xi^ 
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removed each day from sncli premises to such 
vault. 

In no event shall the proprietors, owners or 
lessees of the above-named manufactories and 
shops allow combustible refuse to accumulate 
upon any lot or in any building unless stored 
in such brick vault. 

632. Rainwater leaders. — ^Buildings now or 
hereafter erected, fronting on a street, shall be 
kept provided with proper leaders for conduct- 
ing the water from the roof to the ground, sewer, 
street, street gutter or dry well in such manner 
as shall protect the walls and foundations from 
damage; and in no case shall water from said 
roof be allowed to flow upon the sidewalk. And 
no person or persons shall construct or maintain 
any leader or leaders except in accordance with 
the provisions of this section. 

633. Awnings. — ^Where cloth-covered awnings 
are attached to buildings, the framework shall 
be metal. All awnings in the fire district shall 
be Italian awnings, or awnings such as may be 
folded back agamst the front of the building 
on which said awning is placed when said awn- 
ing is not in use. No stationary awnings shall 
be allowed in the fire district. 

All roofs or shelters extending out from any 
building over any street, sidewalk, alley or pub- 
lic square of the city, whether supported by 
post, wood or metal frames, brackets or other- 
wise, or whether covered with ordinary roofing 
material, boards, glass or canvas, shall be con- 
sidered awnings under the provisions of the 
Building Ordinance, and no stationary awning 
shall be allowed in the fire limits; and all sta- 
tionary awnings erected in other parts of the 
city, the beams, rafters and sheathing may be 
of wood, but the covering or roof shall be of 
fireproof material, and if supported on post, the 
post shall be wrought iron or steel p\\>^ \xot \<^^ 
than four (4) inches in diameter, WOcl ^^as^^^<^ 
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at the top screwed on ; the flanges to each have 
four (4) screw holes for fastening to beam; 
the bottom shall extend at least six inches below 
top of curb into a body of concrete 12x12x12; 
the center of said post shall not be less thaa 
eight inches from the outer edge of the curb 
or sidewalk. ( , 1907.) 

634. Decarations in stores. — ^It shall be unlaw- 
ful to use cotton batting in the show windows 
of stores for decorating purposes, and in no case 
shall combustible material be allowed in con- 
tact with lighting or electric appliances. 

635. Public ha£s and churches. — ^Each stair- 
way shall have a strong hand railing on each 
side thereof through its entire length. 

All inclosed staircases shall have on both sides 
a strong hand railing firmly secured in the wall^ 
about tliree inches distance therefrom and about 
thirty inches above the floor of the stairs. 

636. Public halls and church exits. — ^Every 
public hall and church with accommodations 
for five hundred or more people shall have at 
least two separate and distinct exits, to be as 
far apart as may be found practicable. No exit 
shall be less thaa five feet in width. Public 
halls and churches accommodating more than 
five hundred people shall have additional exits 
proportioned in the ratio of twenty inches for 
each one hundred people or fractional part 
thereof. 

637. Bridging. — There shall be not less than 
one row of one-by-three truss briding for each 
twelve feet in length of joist or fractional part 
thereof. There shall be one additional line of 
one-by-three bridging for each additional six 
feet in length or fractional part thereof. Simi- 
lar spaced truss bridging not less than one inch 
thick for all stud partitions. 

638. Fire blocking. — All stud walls, partitions, 
furrings, stair carriages and "joi^t^ for all build- 

ings hereafter erected shaW \3e ^tonV^jsjOl V^JOcl 
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two-inch block bridging, neatly fitted between 
joists, studding, furring or carriages in such 
manner as to prevent the passage of smoke, fire 
or heat from top to bottom of walls or partitions 
or throughout the length of stair ramps and 
from end to end of joists. This blocking shall 
be fitted into each span at each end of joist in 
a manner to completely cut off communication. 

639. Height of public halls above grade. — No 
portion of the main floor of any public hall not 
used as a theater, and with accommodations for 
five hundred persons, shall be elevated to a 
greater height than thirty-five feet above the 
street grade, except in case of fireproof build- 
ings. 

Public halls with accommodations for one 
thousand persons or more shall have the main 
floor not more than twenty-five feet above the 
street grade, except in case of fireproof build- 
ings. 

No portion of the main floor of any theater 
with accommodations for five hundred or more 
persons shall be more than five feet above the 
street grade. 

640. Pipe and hose cannections.— In every 
public hall of five hundred capacity, previously 
mentioned, there shall be provided one two-and- 
one-half-inch pipe, with a two-inch hose con- 
nection, within the hall and one outside in the 
corridor, with fifty feet of approved two-inch 
hose and nozzle therefor ready for use. There 
shall be one additional siniilar connection of 
hose for each five hundred additional people or 
fractional part thereof in assembly hall. 

All the above connections shall be connected 
with city service. There shall be provided one 
three-gallon chemical for each said hose connec- 
tion. 

641. Standpipes in public halls.— All public 
halls with accommodations for one thousaxiLd <^t 
more persons shall be provided «ASLAJC\«^^i^ 

4 
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with standpipe and connections on outside of 
building and fitted with approved laSdders and 
other fittings and connections as directed by the 
Chief of the Fire Department. 

642. Stairways in fireproof buildings. — Stair- 
ways in fireproof buildings used for auditoriums 
or theater purposes, if constructed entirely of 
fireproof material, may extend free from adjoin- 
ing walls and be provided with a substantial 
hand railing on each side. 



Part XV. 
Fences, Signs, Billboards, Etc. 

643. Permit far. — ^It shall be unlawful for any 
person, firm, corporation or association to erect 
or cause or permit to be erected, within the city 
of Nashville, any fence, sign, billboard or other 
structures to be used for advertising purposes, 
without first obtaining a permit therefor from 
the Inspector of Buildings; Provided, however j 
That no such fence shall be more than seven 
feet high, or billboard more than ten feet high, 
and no billboard shall be placed, attached to or 
constructed against the surface of any building 
in the fire district unless made of iron, further, 
that billboards may be of wooden construction 
outside of fire districts, and that no billboard 
or fence in the fire limits not now used as such 
shall be used as or converted into a wall of a 
shed or building of any kind. (Amended 
March 29, 1907.) 

644. Signs proposed to be placed on top of any 
structure shall not exceed four feet in height, 

id, where they may interfere with the work 

'he Fire Department, shall be provided with 

three feet in width and four feet long, 

tnust be hung in position with hinges and 

i with a light cleat not to e^e^ed one- 
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half by one and one-half inches and not to be 
more than six inches long. 

645. Drawings and speciflcatians. — ^Permits 
for signs and banners shall be granted only 
upon the basis or representations made by 
proper drawings and specifications, indicating 
the location, disposition, quality of material and 
workmanship, full dimensions, and manner of 
fastening the same to the structure. These 
drawings and specifications shall be subject tp 
all the special and general provisions as indi- 
cated by this ordinance for general building 
work. 

646. Materials far signs. — ^Exposed surfaces of 
air signs hereafter erected or placed on build- 
ings within the fire limits shall be of some in- 
combustible material such as tinplate, galvan- 
ized or enameled iron, sheet or cast copper or 
brass; Provided, hmvever, That signs having 
wooden letters on metal surfaces shall be lawful 
and permissible. 

All shall be properly stayed, bolted and an- 
chored with proper rigid supports of metal. 

All signs in any part of the city of Nashville 
shall be properly supported, braced, stayed and 
otherwise rigidly and permanently secured. 

All metal work shall be painted with one coat 
of graphite paint or red lead in all its parts be- 
fore being fixed or placed in position. Threaded 
parts shall be coated with red lead. 

Connections to woodwork shall be to steel 
plates properly bolted to woodwork by proper 
sized lag screws. Threaded taps of standard 
thickness and depth of thread shall be provided 
as part of steel plate, and connections of sign 
thereto shall be made in the manner above indi- 
cated. 

The proportioning of support shall be based 
not only upon the safe sustaining power of the 
material, but upon its carrying po^^^x ^^ \x>So<y- 
enced by the deteriorating effects ol tm^X. ^sss^i- 
incrustation as developed by time sja^Si ^^xa^^^'^- 
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Supports for signs upon masonry or wood- 
NY()rk iis above shall be proportioned as follows: 
One tliree-eighths-inch steel rod for each six 
sipKU'o feet or fractional part thereof, or the 
approved equivalent of equal carrying capacity. 
Tlio strength of said three-eighths-inch steel rod 
is biised upon its capacity when not over four 
inches in length beyond the socket. Otherwise, 
it shall be correspondingly increased in size. 

No sign shall extend over the property line; 
rrorided, That this provision shall not apply to 
electric, gas or other illuminated signs. No 
sign weighing over two hundred and fifty 
poimds shall be suspended from the front of any 
building unless the suspension rods of such sign 
pass through the front wall of such building and 
are securely attached to the interior walls, in- 
terior girders or floor beams thereof, at a dis- 
tance of at least eight feet from the point where 
such suspension rods enter the front wall of such 
building. 

Temporary cloth signs for advertising pur- 
poses may be permitted on the fronts of build- 
ings ; Provided, That such signs shall be not over 
three feet wide and not more than one cloth sign 
shall be permitted on the front of any building. 
A cloth sign, to be lawful within the meaning 
of this ordinance, shall be wholly and entirely 
printed or painted on a single piece of cloth not 
exceeding the width herein prescribed; and it 
shall be unlawful to have such sign consist of 
several strips of cloth, even though they, in 
sense and meaning, are intended to constitute 
but one sign, except permanent signs not over 
^o feet high and resting on the top of first- 

^ry cornices. (Amended March 29, 1907.) 

?• General provisions. — ^No sign shall be 

\ in the city of Nashville which in any 

flicts with public safety or convenience. 

isting signs or banners m tl\e sense 
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herein indicated that conflict with the condi- 
tions of this ordinance shall be repaired or re- 
erected after its passage; Provided j That cloth 
signs shall be removed or altered to comply with 
this ordinance within twenty-fonr hours after 
the service of written notice by the Inspector 
of Buildings. Other signs covering any win- 
dow or door or opening for light or ventilation 
or any part thereof, except as hereinbefore pro- 
vided, shall be removed in ten days from and 
after the service of a written notice by the In- 
spector of Buildings. 

Excepting, as above indicated, the matter of 
the construction, erection and maintenance of 
signs or banners and other matters relating 
thereto shall be in accordance with the general 
and special provisions of this ordinance. 

The term ^^sign" or ^^baimer'' applies to 
transparencies, electric devices, streamers se- 
cured at each end, and other means of attracting 
public attention or conveying information by 
general devices as above mentioned. 

Streamers attached to flag poles, with one end 
free, and which violate none of the conditions 
of this ordinance, shall not be regarded as signs 
in the sense indicated in this ordinance. 

Signs, in the sense herein designated requir- 
ing permits, do not include those which are 
painted directly upon the structural parts of 
any building or structure, or structural work 
such as structural metal, wood or brick walls 
forming part of the structure or other essential 
part of buildings or work, but does apply to 
signs painted upon any structure erected for 
sign purposes. 

Signs of the type known as ^ ^ shingles, ' ' con- 
taining not over four square feet nor more than 
one-half inch in thickness and placed not more 
than ten feet above the first floor or the side- 
walk line, may be erected ^\t\io\3L\. ^^\:\s:^. 
HoweveVy the Building Inspector ^^i^X\.\va^r^ ^c^- 
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thority to order their removal if in any way 
they violate any of the special or general con- 
ditions of this ordinance. 

Cardboard signs for windows or interior dis- 
play shall not require permits unless they be so 
disposed or arranged as to violate conditions of 
this ordinance. 

Permits for signs shall not be granted for 
signs which project beyond the property or 
building line in excess of the structural parts 
thereof; Provided, That this shall not apply to 
electric, gas or other illuminated signs. (March 
29, 1907.) 

648. Applications for permits. — Applications 
for. permits for signs shall be upon printed 
blanks furnished by the Inspector of Buildings, 
signed by the owner of the sign and the con- 
tractor or builder thereof. 

Signs not to interfere with the Fire Depart- 
ment. — ^Permits for signs shall not be granted 
which in any way interfere with the proper and 
convenient protection of property by the Fire 
Department. This applies not alone to the pro- 
tection of the building on which the sign is 
placed, but as well to contiguous, adjacent or 
neighboring buildings where such signs might 
be a menace or obstruction to the work of the 
Fire Department. 

Part XVI. 

649. Fire limits. — The fire district of the city 
of Nashville shall be bounded as follows: Be- 
ginning at the intersection of Twelfth Avenue, 
South, and Edgehill Avenue; thence along 
Fidgehill Avenue to Twenty-first Avenue; thence 
north and northwest along Twenty-first Avenue 

^ Church Street; thence west along Church 

•eet to the east margin of Ellis ton Avenue; 

3e north with the east margin of EUiston 

e to Cedar Street-, tTaence es^^V ^\i\i th.e 
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south margin of Cedar Street to the west mar- 
gin of an alley one hundred and ninety-one feet 
east of Twentieth Avenue; thence south along 
said west margin of the alley to Patterson 
Street; thence west along Patterson Street to' 
Twentieth Avenue, North; thence south on 
Twentieth Avenue to Church Street ; thence west 
on Church Street to the intersection of Church 
Street and Twenty-first Avenue, North. Be- 
ginning again at the interesction of Twentieth 
Avenue, North, and Church Street; thence east 
along Church Street to Tenth Avenue; thence 
north on Tenth Avenue to Cedar Street; thence 
east on Cedar Street to Ninth Avenue; thence 
north on Ninth Avenue to Crawford Street;, 
thence east on Crawford Street to Fifth Avenue, 
North ; thence north on Fifth Avenue to Jackson 
Street; thence west along Jackson Street to 
Ninth Avenue; thence north along Ninth Ave- 
nue to Jefferson Street; thence east along Jef- 
ferson Street to the Cumberland River; thence 
in a general southerly direction, with the me- 
anders of the said river, to Peabody Street; 
thence west along Peabody Street to Fifth Ave- 
nue; thence south along Fifth Avenue to Lea 
Avenue; thence northwest along Lea Avenue to 
Eighth Avenue; thence south along Eighth Ave^ 
nue to the Nashville, Chattanooga & St. Louis 
Railway; thence northwest. and north along said 
railway to Broadway; thence west along Broad- 
way to Eleventh Avenue, South; thence on 
Eleventh Avenue, South, to Gleaves Street; 
thence south from Gleaves Street on Twelfth 
Avenue, South, to Edgehill Avenue. Beginning 
again at Bridge Avenue and the Cumberland 
River; thence east with and including both sides 
of Bridge Ave to Second Street; thence north 
with the east line of Second Street to the south 
line of Main Street; thence west along the south 
margin of Main Street to Tenth Stteel% Wvssi^^ 
south with the west margin oi TL^naXXi ^\x<$:fe\. \><^ 
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Woodland Street; thence east along the sonth 
margin of Woodland Street to the west margin 
of Thirteenth Street; thence south along the 
west margin of Thirteenth Street to the north 
margin of Fatherland Street; thence west with 
the north margin of Fatherland Street to the 
west margin of Eleventh Street; thence south 
with the west margin of Eleventh Street to the 
intersection of Eleventh Street and Shelby Ave- 
nue, if said avenue were projected in a straight 
line to intersect Eleventh Street; thence along 
the north margin of Shelby Avenue to the east 
margin of Second Street; thence along Second 
Street to Bridge Avenue. 

Except where otherwise nientioned, the mar- 
ginal lines of the fire district herein described 
shall include in the fire district both sides of the 
streets mentioned as said marginal lines. 

It is hereby provided that nothing in this ordi- 
nance respecting buildings in the fire district 
shall prevent the erection in said fire district 
north of Jo Johnston Avenue, west of Tenth 
Avenue, east of Second Street east, and south 
of Demonbreun Street, of dwellings constructed 
of a first story of brick, stone or concrete (solid 
or veneered) ; the second story and attic of cre- 
osote shingles, covered with metal; Provided^ 
That such buildings shall not be more than two 
stories and a half or two stories and an attic in 
height. 

650. The owner of any property may construct 
a frame dwelling house, a frame privy, a frame 
woodshed or additional frame room to any ex- 
isting frame building within that part of the 
fire district hereinbelow described, but in all 
such instances the consent of the Building Com- 
missioners and the adjoining property owners 
shall be first obtained. The part of the fire dis- 

ict limits of the city of Nashville in which such 
ctures or additions shall be lawful, shall be 
allows . to wit : Beginning sA. t\i^ mtecaec- 
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tion of South Second and Main Streets and ex- 
tending along the line of Main Street from 
South Second Street to South Tenth Street; 
thence southwardly along the west side of South 
Tenth Street to Woodland Street; thence east- 
wardly along the south side of Woodland Street 
to Thirteenth Street ; thence southwardly along 
the west side of Thirteenth Street to Fatherland 
Street ; thence westwardly along the north side 
of Fatherland Street to Eleventh Street ; thence 
southwardly along the west side of Eleventh 
Street to Shelby Avenue; thence westwardly 
along the north side of Shelby Avenue to North 
Second Street; thence northwardly along the 
east side of South Second Street to the begin- 
ning. 

651. The following territory is excluded from 
the fire district: Beginning at the intersection 
of Twentieth Avenue, North, and Church Street, 
and running thence south with the eastern mar- 
gin of Twentieth Avenue, North, to an alley run- 
ning parallel with Hayes Street and north there- 
of; thence east with the northern margin of said 
alley to Fifteenth Avenue, North; thence south 
with the western margin of Fifteenth Avenue, 
North, to an alley parallel with and north of 
Broadway; thence east with the northern mar- 
gin of said alley through the terminal yards of 
the L. &. N. Terminal Co. to Tenth Avenue;, 
North; thence north with the western margin of 
Tenth Avenue, North, to Cedar Street; thence 
west with the southern margin of Cedar Street 
to Twentieth Avenue, North ; thence south with 
the eastern margin of Twentieth Avenue, North, 
to the beginning. (Amended December 28, 
1906; May 24, 1907; eTuly 26, 1907.) 
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Part XVII. 
Buildings Within the Fire Limits. 

652. Exterior walls, haw constructed. — ^The 
walls of every building hereafter erected or en- 
larged within the fire limits, except as herein- 
after provided, shall be built of brick, stone, 
iron or other incombustible materials ; Provided, 
however, That if any person or persons desire 
to increase the height of any wooden dwelling, 
already erected and situated within the follow- 
ing portions of the fire limits, to wit : South of 
Peabody and Lea Avenue, west of Eleventh 
Avenue, South, and Tenth Avenue, North, north 
of Jefferson Street, and east of the Cumberland 
Eiver, the height of such buildings when com- 
pleted not to exceed two and one-half stories, 
the Inspector of Buildings may grant a permit 
therefor, if in his judgment the fire hazard will 
not be increased thereby; And, provided, further, 
That wooden cornices may be permitted on 
dwellings, outhouses and porches in those parts 
of the fire limits south of Peabody Street and 
Lea Avenue, west of Eleventh Avenue, South, 
and Tenth Avenue, North, north of Jefferson 
Street, and east of the Cumberland River, and 
that outhouses, such as coal, stable, carriage, 
privy or servants' houses, may be constructed 
in those portions of the fire limits above defined, 
if the side walls and roof thereof be covered 
with metal. Such outhouses may be erected 
within the limits above defined, in the rear of 
dwellings, but at least ten feet therefrom. It 
shall, moreover, be lawful within the above- 
named limits, to make wooden additions in the 
rear of dwellings for dwelling? purposes. Pro- 

'fed, however, That the roofs of such additions 

'1 be covered with metal and the side walls 

^f do not project beyond the extreme side- 

les of such dwellings. (Amended March 
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Provided, further, That if any dwelling (to 
which a wooden addition is to be made) be of 
brick, stone or concrete, solid or veiieered, the 
rear wall or wall between it and any such 
wooden addition shall be of brick, stone or con- 
crete from the bottom to the roof of the main 
building. 

653. Frame dwellings within the fire limits, 
repaired ar altered, when. — ^It shall be unlawful 
to repair or alter any frame dwelling within the 
fire limits of the city of Nashville if in the opin- 
ion of the Building Inspector such building has 
been damaged from any cause to the extent of 
fifty per cent of the cost of a similar new dwell- 
ing; and any such dwelling shall be torn down 
and removed, if in a dangerous condition, when 
so ordered by the Building Commissioners on 
the recommendation of the Inspector of Build- 
ings. 

Repairs on frame buildings within the fire 
limits may be made involving the substitution 
of material or work made necessary by ordinary 
wear and tear, but no alteration or change in 
plan or size of such structure shall be made, or 
other changes which may involve the use or 
uses other than those for which the structure 
was originally intended. 

In those portions of the fire limits south of 
Peabody Street and Lea Avenue, west of Elev- 
enth Avenue, South, and Tenth Avenue, North, 
north of Jefferson Street and east of the Cum- 
berland River, in such blocks or sections of a 
street from one intersecting street to another, 
taking both sides of the street where the ma- 
jority of the buildings already erected are frame 
buildings, or if there are no buildings in that 
block or section, if the majority of buildings 
already erected in that locality on the next block 
each way on that street are frame buildings, 
in such places and under such eoivd\t\OTi^^l\:^2ixs\fe 
dwellings or additions to d^eWm^^ ^ai^ \^^ 
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erected with brick, stone or concrete fonnda- 
tions and metal roof, the floor joist fire-blocked 
near each end with block bridging two inches 
thick. Full depth of joist stud walls and parti- 
tions in each story shall have fire stops eight 
inches high above joists at the bottom filled 
solid with brick, concrete or plaster. The exte- 
rior walls shall be storm sheathed and the build- 
ing shall in other respects be equal in character, 
quality and construction to the general aver- 
age of the dwellings on both sides of the street 
in that locality for three blocks (the block on 
which said building is to be erected and the 
next block each way on that street). Frame 
privies, stables and coal houses may be erected 
in such localities and under such conditions a^ 
above defined on the rear of lots and at least 
fifteen feet from any dwelling house. (August 
9, 1907.) 

It shall be lawful within those portions of the 
fire district south of Demonbreun Street, west 
of Tenth (10th) Avenue, north of Jo Johnston 
Avenue, and east of the Cumberland River, to 
erect a one-story frame building for coal, wood, 
chicken-house, stable, automobile house or 
privy, the ground area of which shall not exceed 
over six hundred (600) square feet and upon 
the rear part of lots not nearer than twenty-five 
(25) feet to any street or dwelling house, and 
provided that the exterior surface of all exte- 
rior walls and doors are covered with metal and 
the roof of fireproof material. That it shall be 
lawful within those portions of the fire limits 
south of Peabody Street and Lea Avenue, west 
of Twelfth (12th) Avenue, north of Harrison 
and Whiteside Streets, and east of the Cumber- 
land Eiver, to erect frame buildings of the di- 
mensions and for the purpose as above defined, 
the roof of fireproof material, on the rear parts 
of lots not nearer than twenty-five (25) feet to 
any street or dwelling house, t\\e ^axtI^q.^ oi csssJvr 
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side walls to be made tight next to the ground 
and roofs and all cracks of joints in the outside 
surface to be lapped or covered with strips or 
otherwise closed and made tight. That open 
frame sheds without walls may be erected on 
private property in any part of the city. Those 
in the fire limits, the ground area shall not ex- 
ceed six himdred square feet, and the roof shall 
be of fireproof material. (December 14, 1907.) 

654. Roofs in fire limits. — The weather cover- 
ing of all roofs, cornices, gutters, eaves and par- 
apets within the fire limits shall be made of in- 
combustible material. No uncovered tar, tar 
paper, composition, rosin, felt or woodwork 
shall in any way be exposed on any roof or its 
appendages, except as hereinafter provided. 

Every composition roof of whatever kind 
shall be protected with a permanent covering of 
such fireproof material as gravel, crushed gran- 
ite, or slate, except such composition roofings 
as have been approved by the National Board of 
Fire Underwriters as being in the same class 
with those of gravel or slag roofings, which shall 
be permissible in the fire limits upon presenta- 
tion by the applicant for a permit to the In- 
spector of Buildings of a certificate, signed by 
the Secretary of said Board, of such approval 
and classification. All roofs shall be subject 
to the approval of the Inspector of Buildings; 
Provided, however^ That for the purpose of a pho- 
tographer 's printing room or a roof extension 
of an elevator shaft, a frame addition, properly 
supported and not over ten feet high, may be 
erected on the roof of any building, the sides 
and roof of such addition to be erected with fire- 
proof material and its total floor area not to 
exceed twelve and one-half per cent of the area 
of the roof on which it is erected. (Amended 
March 29, 1907.) 

655. Appendages above Mca ftt^\i ^\»w:^ . — fec^- 
peadages to any business WVY^m?, ^o^^ "^^^ 
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first story, and above thirty feet from grade of 
sidewalk on anj'- other building, if not wholly 
of incombustible material, shall be enveloped 
with metal. Dormer windows, cornices, bal- 
conies, bay windows, towers, spire ventilators, 
etc., shall be considered as appendages. 

656. Gamices. — ^Incombustible cornices shall 
be well secured to walls by brackets, and in all 
cases the walls shall be carried up to the plank- 
ing of the roof behind the cornice; and where 
the cornice projects above the roof, the walls 
behind shall be carried up to the top of the 
cornice; and all exterior wooden cornices on 
brick, stone or iron buildings that shall here- 
after require to be replaced shall be constructed 
of some non-combustible material, as required 
for new buildings. 

And every exterior wooden cornice or gutter 
on brick, stone or iron buildings' that may be 
hereafter damaged by fire or the elements to a 
greater extent than one-half of the whole value 
thereof shall be taken down, and, if replaced, 
shall be constructed in accordance with the pro- 
visions of this ordinance. 

657. Temporary sheds. — rTemporary one-story 
frame sheds may be erected in the fire limits, for 
the use of builders, adjacent to buildings in 
course of erection, but shall be demolished or 
removed upon the completion of said buildings! 

658. Stairs of wood within the fire limits, 
when. — Outside stairs constructed of wood and 
in a substantial manner, if approved by the In- 
spector of Buildings, may be erected in connec- 
tion with porches in the rear of flat buildings 
and dwellings within the .fire limits. 
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Part XVIII. 
Fireproof Buildings. 

659. Buildings fireproof construction, when.— 
]very building hereafter erected or allowed to 
e used as a schoolhouse or structure for educar 
Lonal purposes, hospital, asylum or institution 
f any kind for the care or treatment of par- 
ous, shall be of fireproof construction, if such 
uilding is three stories or more in height. 

Every building hereafter erected or altered to 
e used as a hotel, lodging house or public hall 
hall be of fireproof construction, if such build- 
ig is more than three stories in height. 

Every building used for the assemblage of 
lore than one hundred and fifty persons for 
eligious purposes or as lodge rooms for the 
leeting of secret societies, for club, lecture or 
xhibition rooms, or for music or dance halls, or 
or social gatherings or entertainments of any 
ind whatsoever, is hereby defined as and shall 
e deemed a public hall, within the meaning of 
his ordinance. 

Every building hereafter erected or altered 
3 be used as a factory, office building or retail 
tore building, six stories or more in height, 
hall be of fireproof construction; Provided, how- 
vevy That if such buildings are five stories in 
eight and not of fireproof construction, they 
hall have at least one stairway inclosed by fire- 
roof partitions at least equal to three inches of 
olid jjlank, covered with metal lath and two 
oats of plastering on each side. No woodwork 
r other inflammable material shall be used in 
ny of the walls, partitions, furring or ceiling in 
ny fireproof building; excepting, however, that 
he doors and window sash and their frames, the 
aterior finish and blocking and grounds there- 
or, floor boards and floor strips, directly there- 
mder, may he of wood. 



A 
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Part XIX. 
Skeleton Ganstruction. 

660. ''Skeletal! canstructian," signification 
thereof. — The term ^^ skeleton construction" 
shall apply to all buildings wherein all external 
and internal loads are transmitted from the top 
of the building to the foundation by a skeleton 
or framework of structural metal. In such 
metal framework the beams and girders shall be 
riveted or bolted to each other at their respec- 
tive junction points. All pillars shall be made 
of structural metal; and their different parts 
shall be riveted together, and the beams and 
girders resting upon them shall have riveted 
or bolted connections to unite them with the pil- 
lars. No cast-iron lintels shall be used in the 
construction of skeleton buildings. 

661. Thickness of walls. — ^In all buildings of 
skeleton construction, when the walls are car- 
ried by the metal frame, the thickness of out- 
side masonry must not be less than twelve 
inches, except as hereinbefore provided for 
^^ curtain walls.'' 

In buildings less than ten stories in height, 
cast-iron columns may be used, in which case 
the column connections shall be bolted. In 
buildings of less than ten stories in height, 
where the skeleton construction of the external 
walls is replaced by walls of masonry of proper 
and sufficient strength to sustain the weight of 
the floors and roof imposed on side walls, the 
interior pillars may be of cast-iron. If cast-iron 
pillars are used, each successive pillar shall be 
bolted to the one below it by at least four bolts 
not less than three-quarters of an inch in diam- 
eter, and the beams and girders shall be bolted 
to the pillars. 

Part XX. 

662. Fireproof construction, definition. — The 
term ** fireproof construction" shall appljr to all 
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buildings in which all parts that carry Weights 
or resist strains are constructed wholly of stone, 
burned clay, iron, steel or concrete, and in whicli 
all stairs and all elevator inclosures and their 
contents are made entirely of incombustible ma- 
terials, and in whicli all metallic structural 
members are protected from the effects of fire 
by coverings of a material whicli must be en- 
tirely incombustible and a slow heat conductor. 

663. Pireproofing, materials used for. — The 
materials which shall be considered as fulfilling 
the conditions of fireproofing or fireproof cover- 
ing are: First, brick; second, hollow tiles, 
burned clay or concrete. 

All structural metal work shall be insulated 
against the influences of heat, and no such struc- 
tural metal work shall have a covering extend- 
ing less than three inches from the metal. One 
inch on the interior of such fireproofing may be 
hollaw air space. 

Fireproofing may be of hollow tile or othel- 
fire-resisting and insulating material, composed 
of proper clay properly burned; or it may be of 
Portland cement concrete properly composed, 
mixed and applied. Fireproofing of other ma- 
terials which are recognized by the best engi- 
neering authorities as being equivalent or equal 
to the above materials or methods may be used. 

By the term ^ * structural metal ' ' is meant such 
metal as is used in preserving the stability or in- 
tegrity of the structure itself, or any integral 
structural part thereof, and does not apply to 
any ornamental work, screens, stairs or other 
metal work which is not used for carrying loads, 
stress or strains, and which may be removed 
without affecting the structural stability of the 
work or any part thereof. 

Stairs. — Stairs in fireproof buildings, if cov- 
ered with slate, stone or marble treads or other 
fractious materials, shall be pro vided ^\1\n. c>W^<ss: 
motal nndertreads of sufficient e.axtY^\i?, ^'^ 



114 Building Laws of NdshviUe, Term. 

pacity to perform all the offices of the finished 
and super-imposed tread. 

In buildings of this type, all door or window 
mullions, whether vertical or horizontal, shall 
be faced with cast-iron, terra-cotta or other in- 
combustible material of equal fire-resisting 
value, excepting as otherwise specified. 

All iron and steel used as supporting members 
of the external construction of any building and 
specified to be fireproof ed shall be protected, as 
against the effects of external changes of tem- 
perature or of fire, by brick, terra-cotta, fire 
clay or concrete, completely covering or envel- 
oping said structural members of iron and steel. 
If of brick or concrete, it shall not be less than 
three inches thick ; if of hollow tile, it shall not 
be less than four inches thick, and there shall 
be an air space between the iron and steel mem- 
bers and the outside of the hollow tile covering. 

In all cases the brick and hollow tile shall be 
bedded in mortar close up to the iron or steel 
members, and all joints shall be made full and 
solid. 

When a skeleton construction is used for the 
whole or a part of the building, these envelop- 
ing materials shall be independently supported 
on the skeleton frame for each individual story. 

If iron or steel plates are used in each story 
for the support of this covering within the said 
story, such plates must be of sufficient strength 
to carry, with the limits of fiber strain for iron 
and steel elsewhere specified in this ordinance, 
the enveloping material for the said story, and 
'uch plates may be extended to within two 

'^es of the exterior of said covering. 

'^rra-cotta is used as a part of such fire- 
closure, it shall be backed up with brick 
r tile; whichever is used, being, how- 
ich dimensions and laid in such inan- 
e back will be built into the cavities 
i^otta facing and it^ \iaekm%', Pro- 
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vided, however^ That terra-cotta of sufficient 
thickness may be used without backing. 

If hollow tile alone is used for such inclosure, 
the thickness of the same shall be made in at 
least two courses, breaking joints with and 
bonded into each other. 

If cement concrete is used in any form for 
such inclosure, it shall be in a manner approved 
by the best recognized engineering authorities. 

The upper surfaces of all breaks or offsets in 
external coverings and fillings of walls shall be 
covered with fireproof material. 

664. Internal fireproofing. — The internal 
structural parts of all fireproof buildings of 
skeleton construction shall be fireproof by cov- 
erings of brick, hollow tile, porous terra-cotta 
or cement concrete, in a manner approved by 
the best engineering authorities and as above 
specified. 

In places where there is trucking or wheeling 
or other handling of packages, the lower five 
feet of the fireproofing of columns or pillars 
shall be incased in a protective covering, either 
of sheet-iron or of oak plank, which covering 
shall be kept continually in good repair. 

The fireproof covering of iron or steel beams 
and girders shall be protected with either of 
the materials hereinbefore specified. If hollow 
tiles are used, the tile shall be set close to the 
metal to be protected; and there shall be an 
air space within the tile, as above specified. If 
porous terra-cotta is used, it shall be as above 
specified. In all cases the covering of beams, 
if of hollow tile or porous terra-cotta, shall be 
so applied as to be supported entirely by the 
beams or girders protected, and shall be held 
in place entirely by the support of the flanges 
of such beams or girders and by the mortar used 
in setting. Wire binding and anchors shall not 
be used as fasteners of such fireproof eo^^Yvc^%. 

The suing between the indivV^w^ \?cqpcl ^&s^$v. 
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steel beams supporting the floors of fireproof 
buildings shaJ] be made of brick or hollow tile 
arches, or other forms and materials of fireproof 
construction may be used if approved by the 
best recognized engineering authorities; and the 
Inspector of Buildings may require a practical 
test to be made by the owner or contractor of 
the proposed construction, or either of them, to 
determine its safe carrying capacity and its fire- 
resisting qualities. If brick arches are used, 
they shall not be less than four inches thick, 
and shall have a rise of at least one and one- 
quarter inches to each foot of the span between 
the beams. If the span of such arches is more 
than five feet, the thickness of the same shall be 
increased as required by the Inspector of Build- 
ings. The said brick arches shall be laid with 
close joints in cement mortar in proportions of 
not more than two parts of sand to one part of 
cement, by measure. 

If hollow tile arches having a straight soffit 
are used, the thickness of such arches shall not 
be less than at the rate of one and one-half 
inches per each foot of span. 

In all cases, no matter what the material or 
the form of arches used, the protection of the 
bottom flanges of the beams and so much of the 
webs of the same as is not covered by the arches 
shall be made as before specified for the cover- 
ing of beams and girders. 

Plastering on wire or metal lath shall not be 
considered as fireproofing for steel or iron struc- 
tural members, except as above specified. 

Cinder concrete shall not be considered as ful- 
filling the requirements for fireproofing in any 
building. 

Part XXI. 

665. Iron and steel constructian — calunms, 
plates, etc. — All iron or steel columns shall be 
ffiade true and smooth on botla. eiLda at right 
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angles to the axes of the columns, and shall rest 
on shoes or plates of iron or steel, and shall 
have iron or steel caps, which shall be made 
true ; and such plates and caps shall be of size 
and strength sufficient to properly distribute the 
weights that may be imposed upon them; Pro- 
videdy hoiverer, That in all buildings four stories 
or more in height such columns shall rest upon 
properly designed bridge plates bolted to the 
columns. 

All iron or steel trimmer beams, headers and 
tail beams shall be suitably framed and con- 
nected together; and all iron or steel girders, 
columns, beams, trusses or other iron or steel 
work shall be strapped, bolted, riveted, an- 
chored and connected together in a strong and 
workmanlike manner, to be approved by the In- 
spector of Buildings. 

Part XXII. 

666. Slaw-burning or mill-construction build- 
ings, how constructed. — All buildings not espe- 
cially mentioAed under the head of ^^ Fireproof 
Buildings," six stories in height or over, if not 
strictly fireproof, must be built equal in slow- 
burning qualities to the following: 

All floor and roof joists must not be less than 
sixty inches in area of cross section, and the top 
surface of such joists shall be floored over with 
matched planks not less than two and one-half 
inches thick — ^partitions to be either brick, tile 
or plank ; if plank is used, the same must not be 
less than three inches thick. 

No stud partitions or wall furring of wood 
shall be allowed in buildings intended to be 
^^slow burning;" Provided, however, That no 
buildings of ^^slow burning" or mill construc- 
tion shall be more than eight stories in height; 
And, provided, further, That if metal columns or 
girders are used, they shall be fireproofed in a 
manner as hereinbefore provided. 
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Warehouses, storehouses, and factories of 
^'mill construction," three stories or more in 
height, shall have their stairways and elevators 
constructed in fireproof shafts built far the pur- 
pose and provided with automatic, self-closing 
fireproof doors at each opening to the several 
floors; and no opening shall be allowed through 
the floors of such buildings except for belts for 
running machinery. (Amended March 15, 
1907.) 

Part XXIII. 

House Moving. 

667. Shall obtain a permit. — ^No building shall 
be moved to a new location within the city limits 
without a permit be first issued therefor by the 
Board of Public Works. The person desiring 
such removal shall file with the Building In- 
spector his written application therefor, set- 
ting forth the kind of building to be moved, its 
original cost, its dimensions in extreme length 
and height and width, its present location, and 
tlie particular lot or site to which ^t is proposed 
to be moved. 

The Building Inspector shall thereupon ex- 
amine thoroughly said building, and refer the 
|)apers aforesaid relating to its removal to the 
Board of Public Works, together with his opin- 
ion indorsed in writing upon said application as 
to tlie present value of such building compared 
with the original cost, and whether the proposed 
removal can be made without serious injury to 
])erson or property. 

The Board of Public Works may thereupon 
issue a permit for such removal, designating 
therein the particular streets or alleys along 
which the removal shall be made; Provided^ how- 
crer. That such building has not been damaged 
by wear and tear or other cause to an extent 
exceeding fifty per cent of its first cost, and that 
such removal can, in the opm\oii oi ^a\^\iO«ccd^ 
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be made without serious injury to pavements 
and other public improvements. 

668. Bond to be given to the Board of Public 
Works. — Said board, as a condition precedent to 
the issuance of such permit, shall require a bond 
to be executed by the person desiring such re- 
moval, with surety to the satisfaction of said 
board, which bond shall be in terms and for 
such amount as the said board may prescribe, 
conditioned upon the strict compliance with the 
terms of said permit as to route to be taken and 
limit of time in which to effect such removal, 
and to repair or compensate for the repair, and 
to pay all damages whatsoever occasioned by 
or incident to such removal, and to pay to said 
city of Nashville as liquidated damages an 
amount not exceeding fifty dollars, to be pre- 
scribed by said board, for each and every day's 
delay in completing such removal, or in repair- 
ing any damage to property or public improve- 
ments, or in clearing all public highways of all 
debris occasioned thereby. With the issuance 
of said permit, the Board of Public Works shall 
cause written notice thereof to be given the Su- 
perintendent of Fire Alarm, and of telephone 
and electric light companies, and others whose 
property may be aft'ected by such removal. 

Damages above mentioned relate to shade 
trees, pavements, curbings, and other property 
which may in any way be affected by the re- 
moval of houses or structures as above indi- 
cated. 

No part of the above section shall be con- 
strued so as to conflict with the ordinance cov- 
ering the present city fire limits. 

669. Pees for permits to remove. — No build- 
ing or part of building shall be moved through 
the highways of the city of Nashville without 
the payment of a fee of five dollars. 



120 Building Laws of Nashville, Tenn. 

Part XXIV. 

670. Fire escapes provided. — ^Every building 
now or hereafter used in whole or in part, as a 
public building, public or private institution, 
sanitarium, surgical institute, asylum, school- 
house, dormitory, church, theater, public hall, 
office building, pla<3e of assemblage, or pubUe 
resort; and every building in which persons are 
employed above the second story in a factory, 
workshop, mercantile or other establishment; 
and every hotel, family hotel, apartment house, 
boarding house, lodging house, clubhouse, or 
tenement house, in which persons reside or 
lodge above the second story; and every factory, 
workshop, mercantile or other establishment of 
more than two stories in height, shall be pro- 
vided with proper ways of egress or means of 
escape from fire sufficient for the use of all 
persons accommodated, assembled, employed, 
lodged or residing in such building; and such 
ways of egress and means of escape shall be 
kept free from obstruction, in good repair, and 
ready for use at all times; and all rooms above 
the second story in such buildings shall be pro- 
vided with more than one way of egress or es- 
cape from fire, placed as near as practicable at 
opposite ends of the room and leading to fire 
escapes on the outside of such buildings or to 
staii-ways on the inside provided with proper 
railings. 

671. Buildings provided with fire escapes.— 
In addition to the foregoing means of escape 
from fire, all such buildings as are enumerated 
iij Section 670 of this Digest, as are more than 
two stories in height, shall have one or more 
fire escapes on the outside of said buildings, 
as may be directed by the Inspector of Build- 
ings aforesaid, except in such cases as the said 
Inspector of Buildings may deem such fire es- 
capes to be unnecessary in coiiaeqyxeiie,Qi q£ ade- 
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quate provision having been already made for 
safety in event of fire; and in such cases of ex- 
emption the said Inspector of Buildings shall 
give the owner, lessee or occupant of said build- 
ing a written certificate to that effect and his 
reason therefor; and such fire escapes as are 
provided for in this section shall be constructed 
according to thie specifications issued or ap- 
proved by the Inspector of Buildings, and shall 
be connected with each floor above the first, well 
fastened and secured and of sufficient strength; 
each of which fire escapes shall have landings 
or balconies, guarded by iron railings not less 
than three feet in height, and embracing one or 
more windows at each story, and connected With 
the interior by easily accessible and unob- 
structed openings; and all of the balconies or 
landings shall be connected by iron stairs, 
placed at a slant of not more than forty-five de- 
grees, protected by a well-secured hand rail on 
both sides, with a twelve-inch-wide drop lad- 
der from the lower platform, reaching to the 
ground, except in cases of school buildings, on 
which buildings iron stairs shall extend to 
ground landing; and no telegraph, telephone or 
electric-light poles or wires, signs, or other ob- 
structions shall interfere with the construction 
and use of any fire escape. 

672. Other styles of fire escapes. — Any other 
plan or style of fire escape shall be sufficient if 
approved by the Inspector of Buildings; but if 
not so approved by the said Inspector, he may 
notify the owner, proprietor, or lessee of such 
establishment or of the building in which such 
establishment is conducted, or the agent or su- 
perintendent or school officer, or either of them, 
in writing, that any such plan or style of fire 
escape is not sufficient, and may, by an order in 
writing, served in like manner, require one or 
more fire escapes, as he shall deem noie.^^^^^ 
and snfRcient, to be provided iox %mqX^ <^\.^- 
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lisliment at such location, and such plan and 
style as shall be specified in such written order. 
Within twenty days after the service of such or- 
der the number of fire escapes required in such 
order for such establishment shall be provided 
therefor, each of which shall be of the plan and 
style in accordance with the specifications in 
said order required. The windows or doors to 
each fire escape shall be of sufficient size and 
be located, as far as possible, consistent with 
the accessibility, from the stairways and eleva- 
tor hatchways or openings, and the latter there- 
of shall extend to the roof. Stationary stairs 
or ladders shall be provided on the inside of 
such establishment from the upper story to the 
roof as a means of escape in case of fire. 

673. Fire escapes in courts. — ^Every court in 
which there shall be a fire escape shall have 
direct and unobstructed access along the sur- 
face of the ground to a street or alley without 
entering into or passing through or over any 
building. 

674. Night watchman to be provided. — ^Every 
keeper of a hotel or boarding or lodging house 
containing fifty or more and less than one hun- 
dred rooms and being more than two stories 
high shall have therein at least one competent 
watchman on dutv between the hours of nine 
o'clock in the afternoon and six o'clock in the 
forenoon; and in all hotels, boarding houses, or 
lodging houses containing one hundred or more 
rooms and being four or more stories high, not 
less than two such watchmen shall be provided 
and kept on duty as aforesaid, each properly 
assigned. And in all hotels or lodging or other 
houses as are mentioned in this section, the halls 
and stairways shall be properly lighted at night; 
and at the head and foot of each flight of stairs 
and at the intersection of all hallways with the 
main corridors shall be kept during the night a 
red light; and one or more proper alarm gongs, 
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capable of being heard throughout the house, 
shall always remain in easy access and ready 
for use in each of said buildings, or an electric 
alarm bell in each sleeping room, approved by 
the Inspector of Buildings, or an alarm to give 
notice to the inmates in case of fire. And every 
keeper of such hotel, boarding or lodging house, 
or other house, shall keep posted in a conspicu- 
ous place in every sleeping room a notice de- 
scriptive of all means of escape. 

675. Penalty. — The owner or owners of any 
building designated in this ordinance, whether 
individual, firm or corporation, or the lessee or 
occupant thereof, or any officer having charge 
of public property, who neglects or refuses to 
comply with any of the provisions of this ordi- 
nance, shall be fined not exceeding fifty dollars 
and deemed guilty of a misdemeanor punishable 
by imprisonment for not less than one month 
nor more than two months ; Provided, That noth- 
ing in this ordinance shall interfere with fire 
escapes now in use approved by the Inspector of 
Buildings. 

The Inspector of Buildings is hereby charged 
with the enforcement of this ordinance, and 
shall see that its provisions are observed and 
enforced; and for this purpose he or his assist- 
ants shall have free access at all reasonable 
hours to all buildings embraced herein, and the 
City Attorney shall render all necessary legal 
assistance as may be required by said Inspector 
of Buildings in enforcing this ordinance. 

676. Standpipes. — All business buildings, ho- 
tels and office buildings four stories or more in 
height, and all buildings exceeding eighty feet 
in height, shall have a three-inch or larger me- 
tallic standpipe on the outside wall thereof or 
on the inside of such building, extending to 
and above the roof, and so arranged that fire 
hose can be attached from the street to the same. 

All shall be provided with Siamese connec- 
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tions provided and arranged subject to the ap- 
proval of the Chief of the Fire Department. 

677. Standpipes, how constructed. — Stand- 
pipes shall be not less than three-inch wrought- 
iron pipe. Said pipes shall have one Siamese 
automatic valve within five feet from the street 
gi-ade and one hose valve at each floor above the 
first, and on the roof. 

All hose couplings shall conform to the size 
and pattern adopted by the Fire Departmient. 

Providedj That nothing herein contained shall 
Ibe construed to require the changing of fire es- 
capes or standpipes heretofore erected and ap- 
proved by the Inspector of Buildings. 

All standpipes now in existence or hereafter 
erected must be maintained in a condition for 
connection with the city Fire Department at all 
4;imes. 

Any owner or lessee or agent failing to comply 
with these conditions shall be fined in any sum 
not exceeding tAventy-five dollars nor less than 
five dollars. 

Part XXV. 

Elevators. 

678. Permits must be obtained. — ^No person or 
persons, company or corporation, shall hereafter 
build or install, or cause to be built or installed, 
any passenger or freight elevator, or rebuild or 
change or cause to be rel)uilt or changed, any 
part of the machinery, car, shaft, or hatchway, 
in any building in the city of Nashville, until 
the person or persons, company or corporation, 
shall have filed with the Inspector of Buildings 
a statement or specifications, or both if deemed 
necessary by the Inspector of Buildings, giving 
all the re(|uired information in regard to the 
maimer of (construction and the material to be 
used in or about said machinery, car, shaft, or 
hatclnvay, and, in addition thereto, shall file full 

yrking plans when reqvxireA, ?ai^ ^\i«i\ ^.wY 
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to said Inspector of Buildings for a permit to 
perform such proposed work before proceeding 
therewith. 

It shall not be lawful to proceed to build, in- 
stall, rebuild, or change any elevator within the 
sity of Nashville without such permit. 

679. Metal plate showing carrying capacity. — 
rhe owner, lessee, or manager, or other person 
having charge or control of any elevator now in 
operation in the city of Nashville, and the man- 
ufacturers of elevators hereafter placed in build- 
ings, shall cause to be fastened in a conspicuous 
place in said elevators metal plates having suit- 
able raised letters on same, which shall pre- 
scribe the number of pounds weight which said 
elevators, after proper test, have capacity to 
carry; but no more than seventy-five per cent 
thereof shall be carried thereon. 

680. Qualifications of persons operating ele- 
vators. — The following qualifications necessary 
for persons who now are or shall hereafter be 
placed in charge of running any elevator in the 
city of Nashville are hereby prescribed, and no 
person shall be employed for such purpose or 
engaged therein unless he possesses such quali- ' 
fications : 

He shall have at least ten days' experience in 
running an elevator under the instructions of a 
competent person. 

He shall be reliable and of industrious and* 
sober habits. 

He shall be not less than eighteen years of age. 

681. When operator is incompetent or disqual- 
ified. — Whenever the Inspector of Buildings 
shall become satisfied that a person engaged in 
running any elevator is incompetent or disquali- 
fied from any cause to continue to run the same, 
the said Inspector of Buildings shall forthwith, 
notify the ownei* or person managing or con- 
trolling the same; and the person so notifi.^ 
shall thereafter be held responsWAe lox ^^ ^^»- 
lation of this ordinance. 
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682. Passenger elevator hatchways, how in- 
closed. — All elevators used for carrying passen- 
gers shall have their hatchways surrounded by 
KubHtantial vertical inclosures, the same to be 
triad e flush with the hatchway on every floor 
and to be continuous from floor to ceiling on 
open side of car, except the top floor, where a 
\uiifi;ht of six and one-half feet for such inclosure 
is sufficient. The inclosure on every side of car 
nliall not be less than six and one-half feet in 
height. All inclosure doors must be made to 
slide, and must be provided with a lock and so 
arningcil that the said doors cannot be opened 
from the outside of the hatchway except by a 
k(}y ; and said doors shall at all times be securely 
cloHcjd bcjfore starting the car. 

All grill work around elevator hatchway shall 
b(5 H(?(*ur(jly braced and kept in thorough repair. 

683. Freight elevator hatchways, how in- 
closed. All freight elevator hatchways or 
Hhal'tH in any building in the city of Nashville 
hIiuH I)(» |)r()t(Jc-tod and inclosed on all floors by 
a Hubstantial framework not less than six and 
oiK^ half f(M>t in height; and all approaches and 
(Miti*anc(^H to any such hatchway or shaft shall 
1)0 providcnl with automatic or self-closing 
gat(»s, a.n(l said gates shall be made to slide ver- 
lically il* practicable. 

WluM'e the elevator is inclosed by partitions 
or is consirnchHi in a brick or fireproof sliaft or 
hatchway, the doors to such shaft or hatchway 
shall not he dccMnod sufficient protection; but 
all such approaches to such shaft or hatchway 
shall ho provided with automatic self-closing 
gates, unh\ss tlio elevator is in charge of and op- 
ei-aliHl by a n\i»ular operator, in which case the 
above niontii>ned doors shall be provided with 
spriniT li>i'ks which cannot be imlocked from the 
outside of I ho shat*t lu* hatchway except by a 
kev. 

to4. Automatic dovm-speed goN^TMw.— Eybt 
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passenger elevator shall be provided with an 
automatic down-speed governor, and no elevator 
shall have a greater working speed than six hun- 
dred feet per minute. 

685. Passenger cars with mare than one exit 
to have inside doors. — ^Every passenger elevator 
with more than one entrance to or exit from a 
car shall be provided with a sliding door on 
the inside of the car on each such entrance or 
exit, and each of such doors shall be securely 
closed before the elevator is put in motion. 

686. Passenger elevator, definition of. — ^AU 
elevators not used for freight service exclusively 
shall be classed, as passenger elevators, and shall 
be subject to all of the provisions of this ordi- 
nance relative to passenger elevators. (Decem- 
ber 14, 1907.) 

687. Automatic trip or slack-cable stop and 
automatic brake, when. — All power-driven ele- 
vators the cables of which wind around a drum 
shall be provided with an automatic trip or 
slack-cable stop and with an automatic brake of 
sufficient strength to hold the car and its load 
at any point of its travel. 

688. Terminal stops, when. — ^All power-driven 
elevators shall be provided with automatic ter- 
minal stops on the machine. 

689. Electric brakes, how applied. — ^All elec- 
tric brakes must be applied by breaking the cur- 
rent. 

690. Safety device on cable-hoisting elevator, 
when. — ^Every elevator car or platform, cable- 
hoisted, that runs on guides, shall be provided 
with an approved safety device which will pre- 
vent the car from falling in case the cables break 
or the machinery breaks or gets out of order. 

691. Cables, how constructed. — All hoisting or 
counterweight cables used on elevators shall be 
metallic cables, with hemp centers. 

692. Head room above car. — ^AU elevators 
shall hereafter be installed in swc\i ^ Tc^scravfe"^ 
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\:.^\ when the floc»r of ear or platform is level 
v.'Jtij the top floor of the bmiding, the guides 
is.sA ;niideposts shall extend at least two feet 
>^f/j\'H the highest jiKiiiit of framework of car or 
ijjiXfonn^ and that there shall at such time be 
fr*ie Lead room above said highest point of 
fraifjework of car or platform at least to the 
>^vel of the tops of such guides and gnideposta 
093. Doable set of gnideposts, when. — ^Freight 
^r>-vators of over six thousand pounds capacity 
^sA with platforms over fourteen feet in length 
>5jaJJ have a double set of ^uideposts. 

694. Elevator built in well hole, when.— It 
>/iaJi be unlawful to install any power-driven 
^'j'ivator in the well hole of any stairway unless 
tij^-re be a fireproof wall between such elevator 
/'ifjd the stairway, said wall to extend at least 
two feet above the level of the roof of the build- 
jng; Provided^ hoicever^ That this section shall not 
apply to elevators installed in fireproof build- 

695. Power of Inspectors. — ^The Inspector of 

J/uildings and his assistants and the Inspector 
of Jioilers and Elevators shall have the jiow^r, 
and they are hereby authorized, to enter any 
building in the city of Nashville, without hin- 
d ranee from any one, for the pm-pose of examin- 
irifr elevators and for the enforcement of the pro- 
visions of this ordinance, whenever the same 
may be necessary; and the engineer and opera- 
tor having charge of any elevator shall assist 
such Inspector or Inspectors to such extent that 
he or thev mav be able to make a careful and 
thorough examination of every nortion of the 
operating machinery' connected with any such 
'vator. 

96. Automatic fire doors. — ^AU freight ele- 
)r shafts or liatchways in buildings more 
' two stories high, whether the elevator 
^ or not, shall be provided with auto- 
fire doors on eacTa ftoox, scu^ ^ ^«si- 
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doned freight or passenger elevator shafts or 
hatchways shall either be substaatiaJly filled 
in with joists and floored over on each floor, or 
provided with automatic standard fire doors on 
each floor. Said fire doors shall extend over 
and cover one-inch margin of the floor around 
shaft dr hatchway. They shall be substantially 
secured in place and in such a manner with all 
the necessary appliances and attachments to op- 
erate them with promptness and certainty. 
Said fire doors shall be not less than one and 
one-quarter (I14) inches thick, made of two 
thickness of boards put together with grain run- 
ning at right angles. They shall be lined on the 
underside with metal; said metal to turn up 
over the edges and two (2) inches on the top 
surface all around and well fastened. Fire 
doors shall always be kept in repair and good 
working order. Automatic fire doors shall be 
of sufficient strength to sustain safely three hun- 
dred (300) pounds on each leaf when closed. 
Freight elevator shafts provided with standard 
automatic fire doors that open and close every 
time the elevator passes up or down through 
them will not be required to have automatic self- 
closing gates at the entrance to shaft. 

Seo. 2. Be it ftirther enacted, Any person who 
shall willfully nail, prop, or otherwise fasten 
any fire doors or safety gates of any elevator 
so as to prevent them from operating as they 
were intended; and any proprietor or proprie- 
tors occupying any building and using, or hav- 
ing under their control any elevator, the fire 
doors or safety gates of which have been found 
nailed or propped or otherwise fastened so as 
to prevent them from operating as they were 
mtended, shall be guilty of a misdemeanor and 
upon conviction thereof shall be fined not less 
than ten ($10) dollars nor more than fifty ($50) 
dollars for each and every offense. 
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Part XXVI. 

697. Theaters and other places of public 
amusement. — ^Every building hereafter erected 
or altered to be used as a theater, opera house 
or other building intended for theatrical or op- 
eratic purposes or for public entertainments of 
any kind, where stage scenery and appurte- 
nances are employed, shall be built to comply 
with the provisions of this ordinance as follows: 

In all places of public amusement and instruc- 
tion in the city of Nashville already erected, the 
halls, doors, stairways, seats and aisles shall be 
arranged so as to facilitate egress in ease of fire 
or accident, as the Inspector of Buildings may 
deem necessary for the public protection in such 
cases. 

All aisles and passageways in said buildings 
devoted to said purposes of amusement or in- 
struction shall be kept free from camp stools, 
chairs, sofas, stoves or any other obstructions. 

698. Aisles, etc., kept clear. — And no person 
or persons shall be allowed to stand in or oc- 
cupy any of the aisles or passageways during 
any performance, service, exhibition, lecture, 
concert, ball or any public assemblage, except- 
ing the space in the rear of the last row of seats. 

699. Lights, etc.— The owner, lessee or man- 
ager of any place of public amusement or in- 
struction shall put in such water pipes and ap- 
paratus and arrange the gas lights, electric 
lights and water pipes in such a manner as shall 
be hereafter specified. 

700. Changes in existing theaters. — ^AU places 
of public amusement and instruction in the city 
of Nashville already erected shall be required 
to conform to the provisions of this ordinance 
with respect to obstructions in aisles or pas- 
sageways, electric wiring, curtains, entrance, 

^:^ doors, .stage lights, automatic sprinklers, 
protection and water service, and matters 
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relating to the management of theaters and 
places of public instruction, it being the inten- 
tion not to require the reconstruction of exist- 
ing buildings used for such purposes, except as 
hereinafter indicated. In theaters any changes 
in. the construction of said buildings shall be 
done in accordance with the provisions of this 
ordinance. 

701. Inspector to approve. — Provided, That 
any change or alteration ordered by the Inspec- 
tor of Buildings in any building now erected 
shall be subject to the approval of the Building 
Commissioners. 

702. Theaters, etc., haw built. — ^Every theater, 
opera house, concert hall, church or any other 
building to be used for theatrical purposes, op- 
eratic purposes, concerts, lectures or public en- 
tertainments of any kind, hereafter erected, or 
which may be altered to be used for such pur- 
poses, in the city of Nashville, shall be built in 
compliance with the following regulations re- 
lating to its structure. 

703. Approval. — ^And no building hereafter 
erected for the aforesaid purposes shall be 
opened to the public until the same has been 
approved by the Inspector of Buildings. 

704. Closed, when. — ^And the Mayor of the city 
of Nashville shall have power, with the aid of 
the police force, to take possession of and close 
such building until the Inspector shall issue 
such certificate as aforesaid ; Provided, That such 
inspection must be made within forty-eight 
hours after having received written notice from 
the owner or lessee that the building is ready 
for inspection. 

705. Mayor to take possession. — ^And in all 
cases under the provisions of this Act, whenever 
the Inspector of Buildings may deem it for the 
public safety to limit the number of persons that 
shall be permitted to occupy the interior of any 
building* as aforesaid, and ttie o^w^iet , X^^'^^^ ^^ 
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manager neglects or refuses to comply with any 
order or requirement of the Inspector in rela- 
tion thereto, the Mayor of said city is hereby 
authorized and required, upon application to 
him by the Inspector, to take possession of and 
close said building or perform such other acts 
in the premises as shall prevent the improper 
occupation of the same or the liability of acci- 
dents to the public. 

706. Inspector to apply for same — ^release, 
when. — ^And in all cases where there is any im- 
pending danger to any building, such as shall 
require immediate action under the provisions 
of this Act, the Inspector shall, as above stated, 
apply to the Mayor of said city, who is hereby 
required to take possession of said premises and 
retain such possession until the Inspector of 
Buildings shall permit said building to be re- 
leased from said possession of closing, upon the 
compliance with the order and requirements of 
the Inspector in the premises. 

707. Frontage. — ^Every theater, opera house 
or building now or hereafter erected for the- 
atrical, operatic or for any public amusement, 
or building remodeled for the aforesaid pur- 
poses, in the city of Nashville, shall have at least 
one front on the public highway or street ; and 
in such there shall be suitable means of entrance 
and exit for the audience to and from each floor, 
balcony or gallery. 

708. Emergency exits, etc. — ^Emergency exits 
and doors in walls not directly related to the 
main entrance of buildings of this class shall 
be provided with space equivalent to twenty 
inches for each hundred of seating capacity pro- 
vided on each floor, gallery and balcony. Fire 
^scapes shall be provided therefrom in accord- 

ce with the provisions of this ordinance, 
'dings of this class shall be provided with 
'^n at least two public highways. 
storage, etc., prohibited.— Open spaces 
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in corridors are not to be used for storage pur- 
poses or for any purpose whatsoever, except 
for the several exits from the auditorium and 
stage, and must be kept free and clear during 
the entire performance. 

710. Gradients. — To overcome any difference 
of level existing between exits from the parquet 
and stage and level of corridor, gradients shall 
be employed of not over one foot in ten feet, 
with no perpendicular risals. 

711. Auditarium exits. — ^From the auditorium 
there shall be two exits, unless one side is on 
the street, in which case there shall be more 
than two, if desirous, in each tier, from and in- 
cluding the parquet and each and every gallery. 

712. Width.— Each exit shall be at least five 
feet in width in the clear and provided with 
doors. 

713. Doors baited. — All doors shall be opened 
outward, and must be fastened with movable 
bolts, the bolts to be kept drawn during the per- . 
formance. 

714. Buildings, how used. — ^No portion of any 
building hereafter erected, used or intended to 
be used, for theatrical or other purposes, as in 
this section specified, shall be occupied or used 
as a hotel, boarding or lodging house, factory, 
workshop or manufactory, or for storage pur- 
poses, except where hotels, lodging houses, 
workshops or manufactories are separated from 
said theater by means of a fire wall. 

715. Workshop, etc. — No workshop, storage 
or general property room shall be allowed above 
the auditorium or stage, or under the same, or 
in any of the fly galleries, except for the paint- 
ing of scenery. 

716. Location. — All of said rooms or shops 
may be located in the rear or at the side of the 
stage, but in such cases they shall be separated 
from the stage by an incombustible msll. 

717. Openings. — The openmg^ \e^\^% 'v^^'^ 
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said portions shall have standard fire doors on 
^ach side of the opening. 

718. Hazardous business. — ^No store or room 
contained in the building shall be let or used 
for carrying on any business dealing in articles 
designated by insurance companies as hazard- 
ous material. No lodging accommodation, ex- 
cept for the janitor, shall be allowed in any part 
of the building communicating directly with the 
auditorium or stage. 

719. Exterior walls. — ^Exterior walls of thea- 
ters and place of public amusement shall be as 
provided for walls of other structures in the 
same district, and of the same general class, and 
shall in all ways conform to the general provi- 
sions of this ordinance. Other interior walls 
shall be as provided for in this ordinance as 
above. 

720. Interior walls. — Interior walls of ma- 
sonry, hereafter described, shall separate the au- 
ditorium from the stage, from the entrance ves- 
tibule, and from any room or rooms over the 
same; also from any lobbies, corridors, refresh- 
ment or other rooms. 

721. Staircase inclosures. — The stairways 
shall be constructed as per the general provi- 
sions of this ordinance, but shall be sufficient to 
sustain a weight of two hundred pounds per 
square foot. Stairways shall be closed at least 
on one side with incombustible material. 

Stairways in fireproof buildings used for en- 
tertainments or theater purposes, if constructed 
entirely of fireproof material, mav stand free 
from the adjoining walls, and shall be provided 
with substantial band rails on each side thereof. 

722. Fire wall.— A fire wall to be built of 
bi-iek, terra-cotta or concrete shall separate the 
auditorium from the stage; and the same shall 
extend at least four feet above the highest roof 

adjoining said fire wall. 

723. Fireproof arch, — A.\>ove Wie ^To^e.^mTffii 
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there shall be an arch of fireproof material to 
protect it from the heat. If a girder, there shall 
be constructed a relieving arch over same, the 
intervening space to be filled in with bricks to 
the full thickness of the wall. The brick wall 
shall then be carried up above the roof as above 
mentioned. 

724. Proscenium frame. — The frame around 
the proscenium opening shall be formed in metal 
or plaster, and filled in solid with non-combusti- 
ble materials, and securely anchored to the wall 
with metal. 

725. Fireproof shafts. — A shaft or shafts shall 
be provided over the stage to and out of the 
roof, and of an area or combined area of at least 
one-tenth of said stage, fitted up with skylights 
having sliding sash and glazed with double- 
thick sheet glass, not exceeding one-eighth of an 
inch thick, and each pane measuring not less 
than three hundred square inches. 

726. Skylights. — And the whole of which sky- 
light shall be so constructed as to open instantly 
on the cutting or burning of a hempen cord, 
which shall be so arranged as to control the 
whole of said skylight; or some other equally 
simple, approved device for opening thein m^y 
be provided. 

727. Proscenium wall, doors in. — ^All doorways 
or openings through the proscenium wall in ev- 
ery tier shall have standard fire doors which 
can be opened from either side at all times. 

Access to proscenium. — Direct access to these 
doors shall be provided on both sides, and the 
same shall always be kept free from any incum- 
brance. 

728. Floors fireproof.^-The entire main floor 
of the auditorium, foyer and the exits to the 
street shall be constructed of fireproof material 
throughout, except where the floor of the main 
auditorium, foyer, or exits to the stYe^oit \% ^- 
rectlyin the growndi^ then coxveYeX^eTC^^^Y^^^^^- 
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729. Sheathing. — ^None of the walls or ceilmgs 
shall be covered with wood sheathing or canvas. 
This shall not exclude the use of wall fabrics 
pasted directly on walls or ceilings of the audi- 
torium, foyers and entrances. 

Wainscoting. — ^But this shall not exclude the 
use of wood wainscoting to a height not to ex- 
ceed six feet, which shall be filled in solid be- 
tween the wainscoting and the wall with fire- 
proof materials. 

730. Dressing-room walls, etc. — The walls sep- 
arating the actors' dressing rooms from the 
stage and the partitions dividing the dressing 
rooms, together with the partitions of any pas- 
sage from the same to the stage, and all other 
partitions on or about the stage, shall be con- 
structed of fireproof material. 

731. Open space of stage. — All that portion of 
the stage floor not comprised in the working 
of the scenery, traps and other mechanical ap- 
paratus for the presentation of a scene, and four 
feet wider on each side than the proscenium 
opening, shall be built of steel beams, filled in 
between with fireproof material ; and all girders 
for the support of said beams shall be of steel. 

732. Ceilings. — The ceiling or under part of 
the fly galleries shall be covered with iron or 
tin over the entire exposed woodwork. 

Decorations, etc. — All woodwork on or about 
the stage shall be saturated with the best non- 
combustible material or otherwise rendered safe 
against fire. All such substance or material 
shall be coated twice each year with fireproofing 
paint or material, as above. 

733. Curtain. — The proscenium curtain shall 
be placed at least two feet distant from the floor 
lights at the nearest point. 

Metal curtain. — The proscenium opening shall 
be provided with a fireproof metal curtain or a 
curtain of asbestos or similar fireproof material. 

Meshwork. — And if metal, it may be made 
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with an iron frame, well braced in sections and 
sliding at each end, with iron grooves securely 
fastened in the brick wall, and each section to 
be filled in with iron meshwork, the meshes be- 
ing not over one inch and the wire being not 
less than No. 14 gauge. 

Machinery far curtain. — Said fireproof cur- 
tain shall be raised and lowered at least twice 
during each performance, and to be operated by 
approved machinery for that purpose. 

734. Seats. — All seats in the auditorium, ex- 
cepting those contained in the boxes, shall not 
be less than thirty-one inches from back to back 
measured in a horizontal direction, and not less 
than twenty inches in width from center to cen- 
ter of arms, and firmly secured to the floor. 

All platforms in galleries formed to receive 
the seats shall not be more than twenty-one 
inches in width of riser nor less than thirty-one 
inches in width of platform. 

Number. — ^And no seat in the auditorium shall 
have more than seven seats intervening between 
it and the aisles. 

Camp stools. — And no camp stool shall be 
placed in any aisles. 

735. Aisles, — All aisles in the auditorium shall 
have at least a width of twenty inches for every 
one hundred persons or part thereof. 

Width. — ^Main aisles shall not be less than 
three feet wide at their narrowest point or part, 
and the same shall increase in width toward the 
exit at least one inch for every five running feet 
or part thereof. Lateral aisles and aisles ad- 
joining proscenium boxes may be of lesser 
width, but in no case sliall these aisles be less 
than twenty-four inches at their narrowest 
parts. 

736. Doorways. — Every doorway of communi- 
cation between aisles in the auditorium and any 
lobby, corridor or passage, ^\\3^\ \\^n^ ^ O^^^^^x: 
opening of not less than five ieet m V\^>i\i. 
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737. Capacity. — The aggregate capacity of the 
lobbies, corridors, passages and rooms for the 
use of the audience must on each floor or gallery 
be suflBcient to alBford safe and easy egress for 
the entire audience. 

738. Gradients. — Gradients or inclined planes, 
as heretofore described, shall be employed in- 
stead of steps, where possible, to overcome 
slight differences of level in or between passages 
or aisles. 

739. Hand rails. — All inclosed staircases shall 
have on both sides a strong hand rail, firmly se- 
cured in the wall, about three inches distant 
therefrom and about thirty inches above the 
floor of the stairs. 

Passageways. — No passageway leading to any 
stairway communication with any entrance or 
exit shall be less than four feet in width in any 
part thereof. 

Number of exits. — ^Every theater accommo- 
dating three hundred persons shall have at least 
two exits; when accommodating five hundred 
persons, at least three exits shall be provided. 

740. Width of doors. — No doorway, exit or en- 
trance for the use of the public shall be less than 
five feet in width. 

Increase. — And for every additional one hun- 
dred persons or portion thereof to be accommo- 
dated in excess of five hundred, twenty inches 
of additional width of exit must be allowed. 

How opened. — All doors of exit must open 
outward, and such doors shall not be locked dur- 
ing any presentation or when the building is 
open to the public. 

741. Separate exit. — Distinct and separate 
places of exit and entrance shall be provided for 
each gallery above the first. 

One exit, when. — A common place of exit and 
entrance may serve for the main floor of the au- 
ditorium and the first gallerj^; Provided^ Its ca- 
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pacity be equal to the aggregate capacity of the 
outlets from the main floor and the said gallery. 

742. Width of stairways. — The width of stair- 
ways serving for the exit of the audience shall 
be one foot in width for each one hundred per- 
sons, and in no case shall the width of such stair- 
way be less than five feet. All stairways lead- 
ing from the main auditorium shall be of fire- 
proof material. 

Risals. — In no case shall the risal of any stairs 
exceed seven inches in height, nor shall the 
treads be less than eleven inches wide in straight 
stairs. 

Landings. — ^When straight stairs return di- 
rectly on themselves, a landing of the full width 
of both flights, without any steps, must be pro- 
vided. 

Angles. — Stairs turning at an angle must have 
a proper landing at said turn, introduced with- 
out winders. 

743. Bailer rooms. — Any steam boiler which 
may be required for heating or other purposes 
shall not be placed under the auditorium or 
stage, and the space allotted to the same shall 
be inclosed by walls of masonry on all sides; 
and the ceiling shall be constructed of fireproof 
material. All doorways in said walls shall be 
standard fireproof doors. 

744. Lighting of building. — ^Every portion of 
the building devoted to the use or the accom- 
modation of the public, and all outlets leading 
to the highway, shall be well and properly 
lighted during every performance, and the same 
shall remain lighted until the entire audience 
has left the premises. 

745. Gas mains. — Gas mains supplying any 
theater shall have independent connections for 
the auditorium and the stage, and provision 
shall be made for shutting off the gas from the 
outside. 

Approval. — When interior gas lig;ht^ axQi\?LcA> 



I 



140 Building Laws of Nashville, Term. 

• - ' * 

lighted by electricity, other suitable appliances, 
to be approved by the Inspector of BuilcMngs, 
must be provided. 

Stage gas lights. — ^AU stage gas lights shall 
have strong metal wire guards or screens, so 
constructed that any material in contact there- 
with shall be out of reach of the flames. 

746. Diagram.— A diagram of the theater 
showing all exits shall be published in each the- 
ater programme. 

Exit signs. — ^And every exit shall have oyer 
the same, on the inside, the word ^^Exit" 
printed in legible letters not less than eight 
inches high, and shall be designated by a red 
light. 

747. Fire apparatus. — ^Fire protective appa- 
ratus shall be installed of a character to ade- 
quately protect the contents of buildings and 
equipment used for theater or entertainment 
purposes. The size of pipe, other than service 
sprinkler pipe, shall in no case be less than two 
and one-half inches in diameter. The size of 
pipe, hose, and fittings shall be proportioned to 
the duties required of them. 

748. Water service. — There shall be two 
sources of automatic supply — namely, city pres- 
sure and automatic pump or tank. Approved 
Siamese connections for steamers shall be pro- 
vided on outside of building, the same to con- 
form to the requirements of the Chief of the 
Fire l^epartment. 

749. Tank. — The tank shall be so located and 
constructed as to insure twenty pounds pressure 
at highest outlet, with a capacity, if gravity 
tank is used, of not less than twelve thousand 
gallons ; if pressure tank is used, not to be less 
than thirty-five hundred gallons; pump, if used, 
'o be automatic and not less than five hundred 

lions per minute capacity, and to be ready for 

ice at all times when the theater is open to 

bhc; and said pump to \ie p\3L^e^m\iCi\kftt 
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750. Gate and check valves. — ^Each source of 
supply shall be properly equipped Vith proper 
gate and check valves. 

751. Automatic sprinklers. — There shall also 
be a complete, separate, and distinct system 
of automatic sprinklers, with fusible plugs, in- 
stalled, subject to the approval of the Chief of 
the Fire Department and the Inspector of Build- 
ings; said sprinklers to be placed by and upon 
the proscenium opening and on the ceiling or 
roof over the stage at such intervals as will pro- 
tect every square foot of such surface when said 
sprinklers are in operation. Said sprinkler shall 
also be placed under the stage so as to protect 
every square foot of surface in basement under 
stage. Said sprinkler equipment shall have in- 
dependent connection from service in building, 
and shall not have any branch connection from 
any standpipes. 

752. Standpipes. — Two standpipes shall be lo- 
cated on stage, and shall be provided with hose 
attachments on each level, gallery, or landing 
thereof. There shall be provided hose connec- 
tions, one in number, on each side of gallery or 
balcony above. There shall be two such con- 
nections in corridor, vestibule, and lobby next 
to the auditorium and all of its different levels. 
There shall be two similar connections, one on 
each side of basement, immediately under audi- 
torium. There shall be two similar connections 
under stage (one on each side thereof), one in 
carpenter shop and one in storeroom. 

753. Hose. — ^For each connection above men- 
tioned there shall not be less than fifty feet of 
approved two-inch hose and nozzle, which shall 
be attached and connected in a manner to meet 
the approval of the Chief of the Fire Depart- 
ment. In lieu of hose, turret nozzles may be 
used, except that they must be placed in suffi- 
cient numbers to cover all parts of the buildixi^. 

754. Buckets and barrels.— Tliexe ^\i?3i\.\>^^^^' 
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vided barrels of water as follows: One in each 
side of basement under stage, one on each side 
of stage, and one on each fly gallery — each bar- 
rel to be supplied with two standard metal fire 
buckets painted red and marked **For Fire 
Only." ^ 

Chemicals. — ^Above each barrel shall be 
placed a three-gallon chemical extinguisher, 
each chemical to be recharged at least once each 
year. 

755. Other fire apparatus. — There shall be pro- 
vided one fire hook and one fire axe for each 
side of stage and for each fly gallery, hooks to 
be fifteen feet in length and, together with axes, 
to be hung on the wall in a conspicuous place. 

756. Approval. — The above apparatus shall be 
placed in position in a manner to conform to the 
requirements oJ the Chief of the Fire Depart- 
ment, and shall be subject to his approval. 

757. Inspector, etc., may enter. — The Inspec- 
tor of Buildings and his assistants shall have 
power, and they are hereby authorized, to enter 
any theater or other place of amusement or in- 
struction within the limits of said city, without 
hindrance from any one, for the purpose of ex- 
amination and enforcement of the provisions of 
this act, whenever the same may be deemed nec- 
essary. 

Part XXVII. 

758. Electrical wiring, etc. — No electrical wir- 
ing or installation of electrical apparatus or ap- 
pliances for furnishing light, heat and power 
shall be introduced into or placed in any build- 
ing or structure in the city of Nashville, except 
in compliance with the rules and regulations of 
the National Board of Fire Underwriters, 
known as the ^^ National Electric Code;" aad 
"^he said rules and regulations are hereby made 

"oart of the requirements of this ordinance. 
installation of all sucb. eV^ctrrie^l ^oxk ahall 
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be subject to the approval of the Inspector of 
Buildings. 

Part XXVIII. 

579. Rubbish and debris.— The Inspector of 
Buildings and the Chief of the Fire Department, 
or their authorized assistants, are hereby given 
authority to enter any building in the city of 
Nashville in the performance of their duties. 

The officers as above named shall inspect all 
business buildings for the purpose of determin- 
ing the general character of the premises with 
respect to the disposition of debris, rubbish and 
other waste or injSammable material, and the 
means of access from one part of the structure 
to another. All parts of buildings as above 
shall be kept free from material as above named, 
excepting that combustible material not in ac- 
tual use shall be neatly arranged and in a man- 
ner to provide passageways or aisles for the 
convenient movement and work of the Fire De- 
partment. All openings, external and internal, 
shall be kept free from goods or material of any 
kind, and means of access and movement shall 
be provided for the convenient work of the Fire 
Department. There shall be no rubbish, excel- 
sior, shavings, or other inflammable material 
left in any part of any building. Loose excel- 
sior, paper, or other packing material shaU be 
stored in a fireproof room provided with stand- 
ard fireproof door or doors ; and all material of 
such character shall at the close of each day 
be placed therein. The expression '* business 
buildings," as herein mentioned, shall be taken 
to include the following buildings, as defined 
in '^Part III. — Definitions:" Hotels, lodging 
houses, office buildings, warehouses, stores, 
mills, factories, and public buildings. 

Should any of the officers as above named dis- 
cover that any of the above provisions of this 
section are being violated, tTaey ^\x^)\\>^x^«^cct^ 
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to give notice thereof in writing to owners or 
occupants of the structure, requiring that the 
provisions of this ordinance be complied with 
within forty-eight hours. Failure or neglect to 
comply with the requirements of this notice and 
the ordinance shall be deemed a misdemeanor, 
and, on conviction thereof, the owner or occu- 
pant of said structure shall be fined not less 
than ten dollars and not more than one hundred 
dollars. Each day's failure to comply with the 
requirements of the notice as above shall be 
deemed a separate oflfense. 

Part XXIX. 
Plumbing. 

760. Board of Plumbing Commissioners. — ^All 
plumbing done in the city of Nashville shall be 
under the control of a Board of Plumbing Com- 
missioners, consisting of the City Health OflBi- 
cer, the City Engineer, and the Chairman of the 
Board of Public Works, whose duty it shall be, 
as soon as practicable after the passage of this 
Act, to meet and organize by the election of a 
chairman and other officers, and to adopt such 
by-laws as they may deem necessary for the 
efficient operation of the board, and to designate 
the time and place of their regular meetings, 
which shall be at least once in every three 
months, or whenever the Board of Health of 
the city of Nashville or the Inspector of Plumb- 
ing and Sewer Connection (which office is here- 
by created) shall request them in writing; and 
they shall act in conjunction with said Inspector 
in the enforcement of the laws governing plumb- 
ing in this city. 

761. Election and term of office of Inspector.— 
The Inspector of Plumbing and Sewer Connec- 
tion shall be elected by the City Council, and 
shall hold his office for a term of two years, or 
until bis successor is elected-, dind b,i,s QpfapoQsa- 
'on shall be as fixed "hereaitex. 
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Qualifications and examination. — ^Any appli- 
cant for the position of Inspector of Plumbing 
and Sewer Connection shall have had at least 
five years ' experience as a practical plumber. 

He shall be required to pass an examination 
before a board composed of the City Health 
Officer, the City Engineer and one practical 
plumber, who shall be selected by the City Coun- 
cil. Said examining board shall test the com- 
petency of any and all candidates by such an 
examination as the said board may prescribe. 

Time and place of examination. — ^It shall be 
the duty of the City Council to designate a time 
and place for such examination and to give pub- 
lic notice, at least three times, of said examina- 
tion by publication in the daily papers. Such 
examination shall be open to any practical 
plumber who has had at least five years ' experi- 
ence in his profession. 

Board to report to the Council. — ^After such 
examination, said board shall report in writing 
to said City Council the names of such persons 
to whom certificates of qualification have been 
given, and from such list the City Council shall 
elect such officer. 

Oath of office. — ^He shall, before entering upon 
the discharge of his duties, take and subscribe 
an oath before the City Eecorder to faithfully 
and impartially discharge the duties of his of- 
fice, and shall give a bond in the sum of two 
thousand dollars, subject to the approval of the 
Mayor and City Attorney, conditioned upon the 
faithful performance of his duties. He shall 
keep an office at such place as may be designated 
by the Board of Public Works. 

762. Duties of the Inspector. — The Inspector 
of Plumbing shall have the ri^ht to enter upon 
any premises containing plumbing or drains at 
all reasonable hours to ascertain if the provi- 
sions of this ordinance are being complied with; 
He is also empowered to examine aad m^^^^^ 
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all plumbing within the city of Nashville; and 
wherever such plumbing shall be found defec- 
tive, he shall condemn the same; and the owner, 
agent, or lessee of such building shall place the 
same in a proper sanitary condition after ten- 
days ' notice from the Inspector. The Inspector 
shall be notified when work is ready for inspec- 
tion and test, and must examine and approve 
or reject all work within sixteen working hours 
from time of such notification. All work shall 
be left uncovered for examination until the test 
is made and the work is approved by the Inspec- 
tor. 

The Plumbing Inspector shall be empowered 
to make regulations as shall be necessary for the 
enforcement of this ordinance; Provided, such 
rules or regulations are approved by the Board 
of Health. 

763. Fees. — There shall be charged and col- 
lected by the City Treasurer an inspection fee 
of two dollars ($2) for each connection with the 
main sewer and an additional fee of fifty cents 
for each fixture. 

The receipt of the Treasurer must be shown 
before the issuance of a permit. " This fee shall 
be paid to the Inspector of Plumbing as compen- 
sation for his services, whose compensation 
shall not exceed fifteen hundred dollars ($1,500) 
per annum. If more than this sum is collected 
in one year, the remaining sum shall be placed 
to the credit of the city. Where additional fix- 
tures are required or alterations are to be made, 
and not practicable to be constructed in accord- 
ance with the provisions of this ordinance, a 
special jiermit may be issued by the Inspector 
of Plumbing. It shall be unlawful for any per- 
son, firm or corporation to erect, construct or 
alter or perform any labor at plumbing or house 
drainins: within the citv of Nashville without 
having first submitted a plan or diagram of pro- 

7sed work, which shall be approved by the 
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Inspector before any portion of said work shall 
be executed. Changes or modifications in ap- 
proved plans will not be permitted unless au- 
thorized by the Inspector. 

764. Repairs. — This ordinance shall apply to 
plumbing work in the city of Nashville, except 
minor repairs, which shall be construed to mean 
the repairing of leaks in pipes and traps, forc- 
ing out waste or drain pipes, and repairing 
broken fixtures; but such repairs or alterations 
shall not be construed to include cases where 
new vertical or horizontal lines of soil, waste, 
vent, or leaden pipe are proposed to be used; 
Provided, That in a building condemned by the 
Plumbing Inspector because of unsatisfactory 
conditions, no plumbing shall be considered as 
coming under this head of repairs, but all such 
plumbing shall be done as in the case of new 
buildings. 

765. Revoking of license. — Any policeman or 
the Plumbing Inspector of the city of Nashville 
is authorized to take up and return to the office 
of Plumbing Inspector all permits found in the 
possession of persons or firms other than those 
to whom thev were issued; and it shall be the 
duty of the said Inspector to report the same to 
the Board of Public Works, who shall be em- 
powered to revoke the license of any person, 
firm or corporation found guilty. 

766. Details of plumbing. — ^Every dwelling 
house, hotel, apartment house, tenement or busi- 
ness house, factory, store, or other building in 
which plumbing arrangements are to be placed, 
shall be connected with the city sewer when 
such sewer is accessible. The ])lumbing and 
ventilation of eveiy building shall be separate 
and independent from the roof to the outside of 
foundation wall; Provided, That private stables 
may be connected with the house drains. That 
portion of the house drain which is inside the 
wall and underneath the bnildmg an^ \\it<^ \ftfc\. 
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outside the area of foundation wall shall be con- 
structed of what is known in commerce as stand- 
ard cast-iron pipe and fittings, where stack does 
not exceed fifty feet in lieight; where the stack 
does exceed fifty feet in height, all pipes and 
fittings shall be extra heavy cast-iron or gal- 
vanized wrought-iron pipe, with standard recess 
fittings. 

Cast-iron pipe and fittings shall be coated in- 
side and outside with coal tar, varnish or any 
coating equally as good. 

They shall be securely ironed to the wall, laid 
in trenches of uniform grade or suspended to 
the floor timbers with strong iron hangers, to be 
approved by the Inspector. In all cases a brass 
clean-out connection shall be placed in drain. 
There shall be clean-outs at all angles near the 
exit of drains from buildings placed in an ac- 
cessible location. 

The end of all drains or branch drains shall 
be provided with a brass clean-out connection 
of a size not less than two inches, and placed 
in an accessible position. Drains and soil pipes 
shall have a uniform fall of not less than one- 
quarter of an inch per foot toward the sewer 
or septic tank. When such grade cannot be ob- 
tained, a special permit may be obtained from 
the Inspector of Plumbing for less fall per foot. 

It shall be lawful for all residents of the city, 
where sewers are not accessible or in conven- 
ient proximity, to maintain on their premises 
septic tanks; Prmndcd, That such tanks shall be 
under the supervision of the Plumbing Inspec- 
tor. (December 14, 1907.) 

No privy or cesspool shall be connected with 
the house drain. All drains shall be run as di- 
rect as practicable; and changes in direction 
shall be made with regular fittings; and connec- 
tions shall be made with Y's, sanitary T's, and 
one-eighth bend. 

Soil pipes receiving tTae di^cihsit?,^ irom one 
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or more closets shall be standard cast-iron soil 
pipe, the same as specified for drains, and not 
less than four inches in internal diameter, and 
continuing undiminished in size to the highest 
roof of building fifteen feet away from any 
opening or window, and left open at the top, and 
shall extend at least twelve inches above roof; 
flashing of sheet lead not less than four pounds, 
or of copper, or heavy galvanized iron shall be 
provided and properly attached where pipes 
pass through roof. 

767. Size of waste pipe.— Waste pipes shall 
not be less than one and one-quarter inches for 
one lavatory, and not less than one and one-half 
inches for two lavatories, and not to exceed four. 
Lead waste and vent pipes shall not be less 
weight than the grade known as **X" light. 

Baths to have one-and-one-half -inch sinks; 
urinals and such fixtures, two-inch ; closets, four- 
inch. In no case shall the waste from another 
fixture connect to the house side or in the seal 
of a water closet. Such connections shall be 
made independently of such traps. No refrig- 
erator or other receptacle in which provisions 
are stored shall be connected with drain, soil 
or vent pipe, or discharge upon the ground be- 
neath the building; but in every case there shall 
be an open drip tray beneath the refrigerator. 
The waste must discharge into sink or other 
fixture. 

768. Steam and other pipes. — No steam, ex^ 
haust, blow-oflf or drip pipes shall be connected 
with sewer or with any building; but must dis- 
charge into an open tank or condenser, from 
which a perfect connection to the sewer or house 
drain may be provided. All joints in cast-iron 
pipe shall be packed with picked oal<:um and run 
with molten lead well calked. Connections of 
lead pipe with those of iron shall be made with 
brass ferrules or brass soldering; tvip^l^^ q>1 ^ 
size not less than the lead p\pe, \n\\Xv ^xq^^xN^ 
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wiped soldered joints, calked or screwed into the 
iron pipe. 

All private water service pipes in the ground 
which are supplied with water from a public 
water system shall be placed in accordance with 
the rules and regulations of the Nashville Water 
Company. 

769. Traps. — ^Every sink, bathtub, basin, wa- 
ter closet, urinal, washing or set of wash trays 
and every fixture having a waste pipe, shall 
be separately and independently trapped with 
an approved water-sealing trap placed as near 
the fixture as practicable. 

Traps must be placed above the floor or in 
an accessible location. No traps shall be placed 
at the foot of a vertical soil or waste pipe. 
Rain-water leaders, when within a building, 
shall be wrought-iron, standard or X H cast- 
iron pipe, when connected with drain, waste or 
soil pipes, and shall be suitably trapped. 

770. Vent pipes. — A system of back venting by 
si)ecial air or vent pipes shall be of size not less 
than the waste pipe up to and including two 
inches and not exceeding four inches. Not less 
than two-inch vents shall be used for closets. 
Each vent pipe connection shall be connected 
on the crown of the trap with properly wiped 
joint where practicable, and shall be extended 
at least two feet above the fixture it serves be- 
fore connecting with the other vent or soil pipes. 

771. Size of vent pipes. — When two fixtures 
connect into one vent, such connections shall be 
made with not less than one-and-one-half-inch 
pipe, and for three fixtures not less than two- 
inch pipe, for forty feet or less, and two-and- 
one-half-inch pipe to be used for an additional 
twenty feet; Proridrd, That vent pipes for three 
or more fixtures with waste three or four inches 
in diameter shall not be less than two inches for 

'^enty feet or less; over twenty feet, three 
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772. Must be run straight, etc. — ^Vent pipes 
shall be run straight and as direct as practica- 
ble and with a grade to avoid trapping of con- 
den satipn; but in all cases where vent pipe con- 
nects to soil pipe, such connections shall not be 
less than two feet above highest fixture. Vent 
pipes may be run out separately through the 
roof, and shall be incased the same as soil pipe 
going through the roof; or when run in, up or 
out of a heated flue, the casing may be omitted. 
All vent pipes shall be properly supported with 
iron hanger. 

773. Cnimney flues not to be used for ventila- 
tors. — Sewer, soil pipes, waste pipes or ventila- 
tion pipes shall not be constructed of brick, 
earthenware or sheet metal ; and chimney flues 
shall not be used for such ventilators. 

773a. Safe, drip or overflow pipes from tanks 
or tanks or cisterns shall be run to some place 
in open sight ; and in no case shall any such pipe 
connect with drain, soil, waste or vent pipe or 
rain-water leader. Such connections must be 
made the same as refrigerator. 

Every water closet shall be supplied with wa- 
ter from tank or cistern and the flush pipe shall 
not be less than one and one-quarter inches in 
diameter. No person shall place in any build- 
ing a plunger, pan of water, or hopper, except 
for yard closet, with trap under floor; and when 
such kind of a closet is removed for repairs or 
other causes, it shall not be replaced. 

The use of wooden wash trays or sinks in resi- 
dences, hotels or restaurants is strictly prohib- 
ited. They shall be of non-absorbent material ; 
Proindedy That wooden sinks may be lined with 
sheet lead or sheet copper. 

The use of anti-syphon traps shall not be al- 
lowed, except by permission of the Inspector. 
Nothing herein contained shall prevent the use 
of galvanized wrought-iron soil, waste ox: v<^\^t 
pipes, with the proper filtm^^. ^o \\?i.^ 
wrought pipe shall be used. 
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774. Test. — The whole system of drain, waste, 
soil, and ventilation pipes shall be made tight 
and tested with an air or water pressure of not 
less than ten pounds T3er square inch, and to 
stand not less than fifteen minutes without a 
drop. 

This test is to be made by the plumber in the 
presence of the Inspector; and in all cases where 
only a part of the system has been tested at one 
time the Inspector shall require an additional 
test of the whole system, and it shall be abso- 
lutely tight. When the work shall be found to 
be tight in accordance with this ordinance, the 
Inspector shall so certify on the back of the per- 
mit previously issued for such plumbing work; 
and no plumbing shall be used until such cer- 
tificate is made by the Inspector. 

775. Test. — There shall also be a final test of 
smoke or peppermint. 

776. Tapping pipe. — Tapping a hole in a clay- 
pipe sewer is not allowed on any sewer less than 
twelve inches, and then only when an approved 
saddle hub is used; on all smaller pipes a Y 
must be used. Notification must be given the 
Inspector before any connection is covered. No 
connection less than six inches will be allowed 
to be used in streets or alleys where connected 
to the city sewer. All terra-cotta pipe shall 
have a solid foundation. No yard closets will 
be allowed within ten feet of any building hav- 
ing any connection with adjoining buildings 
used for human occupancy. 

777. Penalty for the violation of ordinance.— 
That any person or persons violating any of 
the provisions of the foregoing sections of this 
ordinance shall be deemed guilty of a misde- 
meanor, and, upon conviction thereof, shall be 
fined not less than five nor more than fifty dol- 
lars, or, upon failure to pay said fine, shall be 
imprisoned until such fine is paid, not exceeding 

thirty da vs. 
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Part XXX. 

778. Bmldings affected by this ordinance. — 
Excepting as otherwise specifically mentioned 
within this ordinance, none of its provisions 
shall be construed to affect any buildiag, or part 
of any building, now finished or in course of 
erection. 

Penalties. — The continued violation of any 
provision of this ordinance shall constitute a 
separate offense under this ordinance for each 
and every day such violation of any provision 
hereof shall continue. 

No owner, builder, contractor, architect or 
auy person, shall construct, maintain, alter, re- 
pair, or remove, or cause or permit to be con- 
structed, maintaiued, altered, repaired or re- 
moved, any structure in the city of Nashville 
in any particular contrary to or in violation of 
this ordinance. 

779. Unless otherwise specifically indicated 
within this ordiuance, penalties shall be as fol- 
lows: Any person who shall violate any provi- 
sion of this ordinance, unless herein otherwise 
provided, shall be subject, upon conviction 
thereof, to a fine of not less than five dollars 
nor more than fifty dollars for each offense, or, 
upon failure to pay, be imprisoned until such 
fine is paid, not exceeding thirty days. 

780. Any person who shall begin the erection 
of any house or building, or set steam boilers, 
build furnaces for manufacturing, coke houses 
or ovens, or furnaces for heating buildings with 
steam or otherwise, in the city, without first 
obtaining a permit for the same, shall be guilty 
of a misdemeanor, and, on conviction thereof, 
shall be fined not less than ten and not more 
than one hundred dollars. 

781. That if the Inspector of Buildings know- 
ingly permits the erection of any building other- 
wise than as provided in the provisions of this 
ordinance, or if he fails to take Wxe ^to^^^ ^^- 
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tion to secure the punishment of any violation 
of this ordinance, which violation may come un- 
der his observation, he shall be deemed guilty 
of a misdemeanor, and, on conviction thereof, 
shall be fined not less than five nor more than 
fifty dollars for each offense. 

782. The Building Commissioners are hereby 
given no authority except such as is hereinbe- 
fore explicitly delegated to them, nor shall they 
at any time be allowed to use their own discre- 
tion in any matter relating to the erection or 
removal of buildings ; but in the issuance of per- 
mits, condemnation of buildings, and such other 
matters as shall properly come before them, they 
shall be guided strictly and entirely by the pro- 
visions of this ordinance. Should any member 
of said Building Commissioners in any way vio- 
late, or aid and abet in the violation of, any 
provisions of this ordinance, or if either of them 
shall assume any authority not herein delegated 
to them, he shall be deemed guilty of a misde- 
meanor, and, upon conviction thereof, shall be 
fined not less than twenty-five nor more than 
fifty dollars for each offense, or, upon failure to 
I)ay, be imprisoned until such fine is paid, not 
exceeding thirty days. 

783. All ordinances or parts of ordinances in- 
consistent or in conflict with any of the provi- 
sions of this ordinance are hereby repealed. 
( A pprovcd October 1 2, 1906. ) 

784. The offi(»e of First Assistant to the Build- 
ing Inspector be, and the same is, hereby cre- 
ated. Said First Assistant sliall be elected by 
a niajointy vote of the City Council, and his term 
of office shall be for two vears from the date of 
his election. He shall receive as compensation 
the fees of the office, until the same exceed the 
sum of fifteen hundred dollars per annum, pay- 
able monthly, in which event the excess shall 
})e fin-n(Hl over by him to the City Treasurer. 

N^o oiw shall be eligible to t\\e o?E^c>e; olYVi^i Aa- 
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sistant to the Inspector of Buildings except a 
practical engineer, with at least five years' ex- 
perience, who possesses a thorough knowledge 
of boilers, elevators and electric machinery, and 
who is competent to inspect and test their con- 
dition, strength and capacity. 

785. All applicants for the office of First As- 
sistant to the Inspector of Buildings shall be re- 
quired to pass an examination, before a board 
of five competent commissioners, on the con- 
struction, strength, capacity and operation of 
boilers, elevators, motors and machinery, and no 
person shall be eligible to be voted for or elected 
to said office until he shall have successfully 
passed such examination and received a certifi- 
cate of competency signed by a majority of said 
examining board. The examining board shall 
be composed of one boiler manufacturer, one 
mechanical engineer, one elevator manufac- 
turer, one boiler fireman, all of whom must have 
had at least five years' experience in their oc- 
cupations, and fifth member of said board shgiU 
be the superintendent of the city electric light 
plant. Said board shall be appointed by the 
City Council, and shall hold said examinations 
within thirty days from the date of their ap- 
pointment. It shall be the duty of said board 
to advertise in the Nashville daily papers for 
ten days preceding the date of such examina- 
tion, said advertisement to state the time and 
place at which examination shall be held. The 
First Assistant to the Inspector of Buildings 
shall subscribe to an oath and give a bond the 
same as prescribed for the Inspector of Build- 
ings. 

786. It shall be the duty of the First Assistant 
to the Inspector of Buildings to examine all ap- 
plications for permits for signs, awnings, fire 
escapes, elevators, boilers and furnaces, both for 
heating and power purposes, bake ove\i^, ^\s\Q>Vfe- 
stacks tor steam boilers and iwTiiae-e:^, e?o:\)<:\'5^^ 
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of foundaries, steam pumps and machinery of 
all kinds, and if, in his judgment, the laws and 
ordinances governing the same are complied 
with, he shall approve the same, otherwise lie 
shall refuse to issue any permit until the ap- 
plicant shall agree to conform to the laws and 
ordinances governing such matters. A copy of 
said approval or disapproval to be kept on file I* 
in the office of the Inspector of Buildings. The 
said First Assistant of Inspector of Buildings 
shall, as often as practicable, during the erection 
and installation of any of the aforesaid items, 
erected and installed in the city of Nashville, 
inspect the same and see that the erection or 
installation is in compliance with the ordinances 
governing such subjects, and upon completion of 
the erection or installation of any of the afore- 
said items it shall be the duty of said First As- 
sistant to the Inspector of Buildings to inspect 
the same, and if he finds that the ordinances 
governing such matters have been complied 
with, he shall issue a certificate permitting the 
use and operation of the same, a copy of which 
shall be kept on file in the office of the Inspector 
of Buildings. It shall furthermore be the dutv 
of said First Assistant to the Inspector of Build- 
ings to approve or condemn within forty-eisfht 
hours after notice that any of the aforemen- 
tioned items are complete and ready for inspec- 
tion. 

787. The First Assistant to the Inspector of 
Buildings shall make an annual inspection of all 
the aforementioned items already erected or in- 
stalled, or that may hereafter be erected or in- 
stalled. Passenger elevators shall be inspected 
semi-annually, except such items as are regu- 
larly inspected annually by the inspector em- 
])lovod by the Board of Fire Uunderwriters, and 
if found in a safe and s^ood condition and in 
cood order for continued use and operation, he 
slifiU issue a certificate perm\\.\.m?; \J^^ e«iitmTied 
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ise or operation of the same, but if found in 
3ad order and condition, or in need of repairs, 
ae shall order such repairs to be made at once, 
and if any machinery or appliances are found 
cmsafe he shall issue a notice to make the same 
5af e at once and to discontinue the use or oper- 
sition of the same until it is made safe and in 
good order for continued use and operation. 
He shall keep a book in which he shall record 
3very permit, with the date thereof, to whom 
smd for what granted; every inspection, with 
bhe date thereof, what and for whom inspected ; 
Bvery certificate he issues, with its date, and ev- 
ery notice he serves, with its date, and he shall 
ascertain and record the date and manner in 
which such notices are complied with. 

788. The First Assistant shall be under the 
direction and control of the Inspector of Build- 
ings. It shall be the duty of the said First As- 
sistant to the Inspector of Buildings to perform 
all the duties formerly performed by the Inspec- 
tor of Boilers and Elevators, except in so far 
as such duties as previously fixed by ordinance 
are in conflict with those herein prescribed. It 
shall furthermore be the duty of said First As- 
sistant to the Inspector of Buildings to render 
the Inspector of Buildings such assistance as he 
may require, and to perform the duties of the 
Inspector of Buildings in case said Inspector, 
T)y sickness or other reason, is unable to attend 
to the same, and in this event the First Assistant 
Inspector shall be under the direction, super- 
vision and control of the Building Commission- 
ers. His office shall be with the Inspector of 
Buildings. The First Assistant Inspector shall 
not, during the term of his office, contract for or 
he employed or engaged directly or indirectly 
in any boiler, elevator, machinery or other kind 
of business as he has to inspect or for furnish- 
ing any materials, apparatus or appliance for 
such purposes. He shall devote \i\^ evi\A?c^ \axs^^ 
to the duties of his office. 
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789. From any order of the First Assistant In- 
spector an appeal shall lie at the instance of the 
party aggrieved, to the same bodies and in the 
same manner as now provided by ordinance for 
appeals from the rulings of the Inspector of 
Buildings. 

790. The salary of the First Assistant to the 
Inspector of Buildings shall be, as hereinbefore 
prescribed, paid out of the fees collected for 
these permits and the inspection of bailers, both 
for heating and power purposes, furnaces, 
ovens, elevators, fire escapes, illuminated signs 
and electric motors, to the amount of one thou- 
sand five hundred dollars; Provided j hotcerer, 
That in the event such fees exceed the sum of 
one thousand five hundred dollars per anntun, 
the excess shall be paid into the city treasury. 
Said fees for inspection shall be as follows: 

Boilers, for power purposes, up to 40 horse-power. ... $2 00 

Boilers, for power purposes, over 40 horse-power 3 00 

Permits for erection or installation, up to 40 horse- 
power 50 

Permits for erection or installation, over 40 horse- 
power ; 1 00 

Heating furnaces, for inspection, 50 cents; permits. . . 50 

Bake-ovens, for inspection, 50 cents; permits 50 

Elevators, passenger, for inspection, $1.50; permits.. 50 

Elevators, freight, for inspection, $1.50; permits 50 

Fire escapes, for inspection, 50 cents; permits 60 

Illuminated signs, for inspection, 50 cents; permits.. 50 
Electric motors for elevators, each, for inspection, 50 

cents; permits 50 

(June 28, 1907.) 

Steam-hoatiiig boilers over forty-horse power, 
or snbjcH^t to over fifteen pounds pressure to the 
square incli, inspection, two dollars; permits, 
fifty cents. Stoani-heating boilers for flats or 
apartniont lionsos, with not more than four sep- 
arate ajiartnionts of not more than five rooms 
each, and for private residences and subject to 
not more tlian fifteen pounds pressure per 
square inch, inspection, fifty cents; permits, fifty 
cents. Other steam-Taeatmg \io\\^TO, forty-horse 
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power and under, and subject to not over fifteen 
pounds pressure to the square inch, inspection, 
one dollar; permits, fifty cents. 

Fees for permits and inspections of altera- 
tions and reconstruction of any item will be the 
same as for erection, installation, or annual in- 
spection. Fees for special inspection upon re- 
quest will be the same as for annual or regular 
inspection. 

790a. It shall be unlawful for- any person, firm 
or corporation to proceed with the erection, in- 
stallation, alteration, reconstruction, or cause to 
be erected, installed, altered, or reconstructed, 
whether as owner, lessee, contractor or employe, 
any steam boiler, furnace, bake oven, elevator, 
fire escape, illuminated sign, or electric motor 
for running an elevator, without first making 
application to the Department of Buildings for, 
and obtaining therefrom, a permit for such erec- 
tion, installation, alteration or reconstruction, 
and the payment to the First Assistant to the 
Inspector of Buildings of the fees as provided in 
the aforementioned ordinance for permits and 
the initial inspection in advance, no permit shall 
be valid unless stamped ^^Paid" by the First 
Assistant 's stamp, and signed by the First 
Assistant Inspector. Each application for a 
permit must be accompaneid by and with a writ- 
ten statement of what is proposed to be done, 
and in what manner, and location thereof. 
They shall also furnish the Inspector with the 
plans and specifications of the same, when re- 
quired, which shall be delivered to said Assist- 
ant Inspector, and shall remain in his custody 
a suflficient length of time, not exceeding six (6) 
days, to allow the necessary examination to be 
made of same, after which, if it shall appear 
to said Assistant Inspector that the laws and 
ordinances of said city are, and are contem- 
plated to be complied with, he shall grant such 
permit. . Said application sTaaW s»lal^ \Xxfe \i^xssfe 
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of the street and number or location of building, 
the contract price, and shall be signed by the 
owner or his* authorized agent. If the said As- 
sistant Inspector shall so require, copies of said 
plans and specifications shall be filed in his ofl&ce 
until the completion, and no owner., architect, 
builder, or any other person shall make any 
change in any such plans or specifications or in 
the structural parts or alterations, other than 
for which a permit has been granted, without 
the consent of the Inspector. Said Assistant 
shall be notified when any of the aforementioned 
items are ready for inspection by the user, owner 
or contractor. 

790b. It shall be unlawful for any person, firm 
or corporation to use, operate or maintain for 
use or operation, or cause to be used, operated 
or maintained for use or operation, either as 
owner, lessee, contractor or employe, any steam 
boiler, furnace, bake oven, fire escape, elevator, 
illuminated sign, or electric motor for running 
an elevator, not in compliance with the laws 
governing such matters or without having an 
unexpired certificate of inspection and apDroval 
from the First Assistant to the Inspector of 
Buildings annually therefor, and semi-annually 
for passenger elevators, and the payment to the 
Assistant Inspector of fees provided in the 
aforementioned ordinance, for such annual and 
semi-annual inspections, or to refuse or fail to 
comply with any order of the aforesaid Assist- 
ant Inspector as to repairs, alterations, renewals 
or mode of use or operation of any of the af ores- 
said items, or to change or do anything to the 
safety valve on any steam boiler that will per- 
mit of a higher pressure on said boiler than that 
allowed by the certificate of the City Inspector. 

790c. The First Assistant to the Inspector of 
Buildings shall enforce all city ordinances gov- 
erning or applying to the erection, installation, 
alteration f reconstruction, Ti\amteTi«xie,^,\\a^«jn!d 
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operation of boilers, elevators, furnaces, bake 
ovens, fire escapes, smokestacks, cupolas for 
foundries, electric motors for elevators, illumi- 
nated signs, steam pumps and machinery. He 
shall carefuly test every stationary boiler and 
steam-generating apparatus, including all at- 
tachments and connections thereto, located in 
the city of Nashville, and shall require such al- 
terations or additional attachments and connec- 
tions as he may deem necessary for the safe use 
and operation of such boiler or steam-generat- 
ing apparatus. Each boiler and the parts con- 
nected thereto shall be inspected and tested, 
whether set singly or in sets, and the fees for 
said inspection will be for each boiler accord- 
ing to its horse power. The Inspector may use 
either the hammer or hydrostatic test for the 
inspection of boilers. Should he use the ham- 
mer test, it shall be on every part of the boiler, 
internal and external, where it is practicable to 
apply the same, including all fittings and at- 
tachments. * Should the hydrostatic test be 
used, each boiler shall be tested by the hydraulic 
pressure one-fourth (14) greater than ordinary 
working steam pressure allowed, and the cer- 
tificate of inspection herein provided shall state 
the maximum pressure at which any boiler may 
be worked. The owner or user shall fill the 
boiler with water for the hydrostatic test; re- 
move man-heads, also stack, when necessary, 
and all obstructions, and furnish whatever labor 
the Inspector may require. Should a leak occur 
during this test, preventing its successful ap- 
plication, the owner shall forthwith repair the 
boiler. The Inspector shall then test the boiler 
without charge for his first effort. He shall pro- 
ceed as he may deem best for inspecting eleva- 
tors, and the owner or user shall furnish what- 
ever labor the Inspector may request. 

Certificates of inspection shall alio^ ^"Vxievi^kifc 
mspection was made, by wlaouv, an^ M 1<^^ "^ 

6 
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boiler the maximum pressure at which it may 
be worked, and at which the safety valve shall 
be set, and shall be posted in public view near 
the boiler or entrance to the elevator, as the case 
may be. A failure to keep this certificate prop- 
erly posted shall subject the offender, upon con- 
viction, to a fine of not less than two dollars ($2) 
nor more than ten dollars ($10). 

Should the Assistant Inspector at any. time 
find from examination that any boiler, elevator, 
or other item as aforementioned is unsafe, he 
shall immediately give the owner or user writ- 
ten notice of the same, and order the use of 
said boiler, or other item as aforementioned, dis- 
continued until he shall have certified to the 
owner or user that the defects have been prop- 
erly repaired. The owner or user who disobeys 
such an order from the Assistant Inspector, or 
fails to report any explosion, accident, weak- 
ness, or occurrence as hereinafter mentioned, 
shall, upon conviction, be fined not less than 
ten dollars ($10) nor more than fifty dollars 
($50) for each day during which offense is com- 
mitted or continued. 

The boilers of the Fire Department of the 
city and locomotive boilers used on railroads 
are exempt from the provisions of this act, as 
are also dumb waiters and other lifts or hoists 
operated by hand, not exceeding a capacity of 
three hundred (300) pounds. 

The Assistant Inspector shall keep in a book 
for public examination a complete record of all 
his tests and inspections, showing when each 
was made, the location of each boiler, furnace^ 
bake oven, fire escape, illuminated sign, electric 
motor for running elevators, and elevator, re- 
quiring annual inspection, whether found in 
good condition, also a duplicate of each permit 
and certificate of inspection; and if a boiler, 
" -^wing the maximum pressure tlierein allowejd 
p owner or user oi \>o\\ejT„ ^tA. ^-\ ^W^ 
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the safety valve shall be set. He shall also keep 
a brief record of all written ^ ' notices ' ' and pro- 
ceedings thereupon. At the close of each year 
he shall make a written report to the City Coun- 
cil stating the number of boilers and elevators 
inspected during the preceding year; whether 
found in good or bad condition; the amount of 
fees he has received, the number of boiler ex- 
plosions, and their cause, as far as ascertainable, 
together with such suggestions as he may deem 
proper. The Assistant Inspector may employ 
capable assistants at his own expense, and he 
shall have the necessary books, blaiik forms, sta- 
tionary, and testing apparatus, which shall be 
supplied by and remain the property of the city ; 
and the Inspector of Buildings and the First 
Assistant Inspector of Buildings shall have the 
power, and they are hereby authorized, to enter 
upon and into any part of any premises, with- 
out hindrance from any one, where any of the 
items required in this or the aforementioned 
ordinance to be inspected are located, in the dis- 
charge of their duty and for the enforcement 
of the provisions of said ordinances, at any 
time he may deem proper; but for such exami- 
nation and test as require the suspension or ces- 
sation of the use or operation of any of said 
items, he shall give the owner or user five days ' 
notice of the same; and the user, if in use, or 
the owner, if not in use, shall remove all ob- 
structions, debris, ashes, soot, etc., out of or 
away from and around any of the aforesaid 
items, and have the same clean and ready for 
inspection at the expiration of the aforesaid five 
days' notice; and the owner, engineer, fireman 
or other person in charge shall render such other 
assistance and facilities as may be reasonably 
required by the Inspector to enable him to make 
a thorough and careful examination of all por- 
tions of such item to be tested or inspeoi^^ ?vji- 
cording to the provisions oi \\na ox^x^^aa^^^- 
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Slioiild any explosion occur, or any paii; of the 
jiron»rn(*ntion(Kl items break, ^ive out, weaken 
or show any indication of weakness, giving out, 
or op(»rato, or fail to operate, in such a manner 
as to 1)(^ dangerous or to cause any damage or 
in.jin*y to |)orsons or property, the matter shall 
1)0 n^portcnl by the user or person in charge, or 
oNviuT, oT sucli item, immediately thereafter, to 
tlio Di^partmcMit of Buildings, in writing, where- 
upon it shall 1)0 tlie duty of the First Assistant 
to I hi^ 1 nspoctor of Buildings, at the earliest time 
possiblo, to proceed to tlie place and investigate 
iho cause and conditions existing before and 
after the occurrence, and give such orders, no- 
tice, or instructions as the circumstances de- 
mand. 

790d, Any person, firm or corporation violat- 
ing t ho provisions of this ordinance, or the afore- 
niontiouiHl onlinanco. sh.all, upon conviction 
thoHH^l* in the Oitv Court, be fined not less than 
tot\ doUai's i}?10^ nor more than fifty dollars 
vS'n^^ for each aiul ovorv otTense, and each and 
ovory vlav the same violation of any of the pro- 
V :s:v^!*s of this onlinanco continues after the first 
v\^v.\ -K'T^on tV.oi-ivf sball v»onstitute a separate 
v^^V-.so. vlVco'.v.ber 14. UX^T.^ 

791. 1: sV.a'/, bo nr.'awtu'. to ereot anv tent 

w ;V ■' : ;'o tv.v vr.s:r*.o:> o:* tV.e oitv of Nashville 

:, •. :.• \ vv.vw^so \v':.:;:svVvor, oxoovH as herein- 

.. .• : '..^N "-v'.;v. To ^>":\v.r.5r Ooinniissioners 

' N : 'i'v .vs '.v:',".. crav.: ivraiits to per- 

^ • > . • :''/ "/v.vv/si^ /: vrwv.y.iT retits for reli- 

,; > ^, \s * -I : ' "vrs;vs -^.o<:r:nar to erect 

• • " ; •"*.•. so ;:-"^xr.:tv:t:nsr horses, 

*. iis , * ,*. ' . r : -' vurxyxse of sivirifi: 

>^ ^ V. .:: S'-cV-re any such 

V <> .«• '* -; ^v-sr, de>irine to 

. v\ > >'<::.• '"7-.::r,2r. rhe pur- 

^ N. •;<••> ' : :.<*■: ^Ai-i r^ir, and 

- "^ . ■• : / >s' ;v.«rrs the writ- 
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the property adjoining the place where it is pro- 
posed to erect said tent. Any persons erecting 
a tent within the fire districts, except as herein 
provided, shall be guilty of a misdemeanor, and 
upon conviction in the City Court shall be fined 
not less than ten nor more than fifty dollars, 
and shall also be subject to a fine of five dollars 
a day for each day that he shall continue to 
maintain said tent. (Approved May 20, 1897.) 

792. It shall not be lawful for any person, 
company or co-partnership to stack or pile any 
lumber or wood in the city of Nashville with- 
out first having obtained a permit from the In- 
spector of Buildings; Provided^ That the manu- 
factories and dealers may have designated in 
their yards places where lumber may be piled, 
and no lumber or wood shall be piled nearer 
than ten feet to any improved property without 
the consent of the owner or owners of said build- 
ing shall first have been obtained, and no lum- 
ber pile in front of any door or window shall 
be higher than eight feet. 

793. It shall be unlawful for any one to tear 
down and remove any building within the cor- 
poration limits without first executing bond, as 
may be required and approved by the Board of 
Public Works, indemnifying the city against all 
loss on any account. Any one violating this sec- 
tion shall be fined not less than twenty-five dol- 
lars nor more than fiftv dollars. 



CHAPTER XX. 



Ordinances Pertaining to the Public Health. 

Regulations as to Dwellings and Inspectors of 

Dwellings. 

830. The occupation, or letting for occupation, 
as a dwelling, of any room or building withm 
the city limits, which, from ita eoTi^ViroLeXKo^A^- 
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cation, state of repair or other good and suffi- 
cient cause, is unfit for human habitation, is 
hereby prohibited and declared to be a misde- 
meanor and punishable by fine of not less than 
five nor more than fifty dollars. 

831. Every house or room, let, leased, or 
rented for human habitation, shall be dry, well 
ventilated, and in good sanitary condition. 

832. Every habitable room (except rooms in 
the attic) shall be in every part not less than 
eight (8) feet in height from floor to ceiling, 
and shall have at least one (1) window of not 
less than twelve (12) square feet in area, open- 
ing directly upon the street or yard. 

833. The roof of every house shall be kept in 
good repair, and so as not to leak; and all rain 
water shall be so drained or conveyed there- 
from in such manner as will prevent its drip- 
ping on the ground or causing dampness in the 
walls, yard or area. 

834. In order to strictly enforce the above pro- 
visions, the Mayor, Chairman of the City Board 
of Health, and Inspector of Buildings are here- 
by appointed and constituted a commission, to 
be known as Inspectors of Dwellings. 

835. Immediately after the passage and ap- 
proval of this ordinance, said board shall meet 
and organize for the performance of the duties 
herein and hereby imposed, holding said meet- 
ings at least once a month, and as much oftener 
as a proper attention to their duties may re- 
(luire. Said board sliall keep a record of its 
proceedings, and for this purpose may employ 
the services of the Secretary of the Board of 
Public Works and Affairs. 

836. It shall be the duty of said board (and 
to that end it is hereby authorized and empow- 
ered) to enter into and inspect any and all prem- 
ises within the city limits, and especially those 
against which complaint may be filed, and as- 

certain whether any buWdm?; ot \i\n\Am%«> be^ 
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in construction, location or state of repair, or 
for any other good and reasonable cause, un- 
suited and unfit for human habitation. 

837. Upon such ascertainment they shall so 
declare, condemning said building as dangerous 
to health, and specifying clearly, in writing, the 
particular ground on which they find said build- 
ing unfit. If the unfitness of said building 
arises from faults of construction or needed re- 
pair, or from any cause susceptible of remedy, 
they shall notify the owner or agent in charge 
of said property to so change the construction 
of said building, or so repair the same, within 
ten days from notification, as to render it fit 
for human habitation, or cease its occupation or 
letting for occupation. If said building is so 
located as to be unfit, from its very location, for 
human habitation, then they shall notify the 
owner or agent in charge of said building to 
remove the same, or cease its occupation or let- 
ting. 

838. Whenever it shall be certified to the ^ ' In- 
spectors of Dwellings" that any house, or room 
therein, within the city limits is so overcrowded 
that there shall be afforded less than six hun- 
dred cubic feet of air to each occupant of such 
building or room, the said ^^Inspectors'' may, 
if they deem the same to be prudent or neces- 
sary, issue an order requiring the number of 
occupants of such building or room to be re- 
duced so that the inmates thereof shall not ex- 
ceed one person to each six hundred feet of 
cubic air space in such building or room. 

839. It shall be unlawful to resist or hinder 
said board in the reasonable performance of the 
duties herein imposed, and such a resistance is 
hereby declared to be a misdemeanor and pun- 
ishable as set forth in the next section. 

840. A failure to obey the demands made by 
said board, as authorized by this ordinance, or 
a resistance or hindrance to ^aid \i0^x^ m *0w^ 
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reasonable performance of their duties as here- 
inabove defined, shall subject the person or per- 
sons so offending to a fine of not less than five 
dollars nor more than fifty dolars, to be recov- 
ered before the Judge of the City Court. 

841. Any person who shall commit any of the 
offenses or who shall erect, permit or keep up 
any of the nuisances hereinafter mentioned, 
shall forfeit and pay as follows, that is to say: 
For leaving any dead carcasses, or any part 
thereof, on any of the streets, lanes or alleys, 
or on the Public Square, or permitting the same 
to remain on any lot within the limits of this 
corporation, the sum of five dollars; for occa- 
sioning or permitting any pool of stagnant wa- 
ter or other offensive place within the inhabited 
part of this town, the sum of five dollars, after 
notice given by the City Marshal that said pool 
or place has become offensive or dangerous to 
the health of the adjoining inhabitants; for per- 
mitting shavings to remain in any house, or for 
laying or permitting the same to be on any 
street, lane or alley, or on the Public Square, 
or on any lot within the limits of this corpora- 
tion, the sum of one dollar; after notice given 
by the City Marshal as hereinafter directed, if 
any person shall permit the same to lie on the 
Pubiic Square, or on any street, lane or alley, 
or on any lot as aforesaid, every such person 
shall forfeit and pay five dollars. 

842. As often as the City Marshal shall be 
informed, or in any manner whatever have no- 
tice, that there is any pool or place of stagnant 
water, or other offensive place, within the in- 
habited part of the town, or that any shavings 
are permitted to lie or remain in any house or 
on the Public Square, or on any street, lane or 
alley, or in any lot within the limits of this cor- 
poration, it shall be his duty to view and ex- 
amine the same, respectively; and if such infor- 

mation or notice, upon exammatioii thereof, is 
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found to be true, he shall give notice to the per- 
son in whose occupation such place is or may 
be, as is hereinbefore mentioned and contem- 
plated; and when any shavings are or may be 
laid on public ground, then to the person or per- 
sons laying them or causing them to be laid 
there; and it shall be his duty at all times to 
carry this law strictly into effect, according to 
the intent and meaning thereof. 

Stagnajit Water. 

844. It shall not be lawful for the owner of 
any lot, or part of lot, in the corporation of the 
city of Nashville to permit to remain open or 
uncovered any cellar, or opening for a cellar, in 
which stagnant water will remain, or from 
which the water will run or pass into any other 
cellar adjacent thereto; and if any such cellar 
or opening shall be permitted to remain uncov- 
ered, whereby the water will remain or pass into 
the cellar of any person adjoining, the same 
shall be considered a nuisance, and the owner 
of the said lot shall be liable to the same fine, 
and be proceeded against in the same manner, 
as is prescribed for occasioning or permitting 
any pool or place of stagnant water within the 
inhabited part of the city, as set forth in Sec- 
tion 297. 

845. Where there is any cellar within the lim- 
its of this corporation so situated as to have 
permanent drains or sipes of water therein, so 
that the water cannot be kept out, then, and in 
that case, it shall be the duty of the owner of 
the premises to cause a tight floor to be laid 
above the water, so as to prevent the escape of 
impure air, and to have all the walls frequently 
whitewashed; and upon failure or refusal, upon 
reasonable notice having been given to the 
owner or his agent, it shall be the duty of t\ve 
City Marshal to cause the said ftooT \.o\>^\sx2Afe^ 
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and the owner of said premises shall pay ther^:^ 
for the sum expended by the City Marshal fo:r 
making said floor, together with incidental e:^- 
penses. 

848. It shall be unlawful for any person or 
corporation to allow to be or remain upon his 
or its premises any stagnant pools or ponds of 
water, any foul privies, any foul or filthy sta- 
bles or other outhouses, any wet or damp cel- 
lars or basements, any foul water closets, any 
urinals not in proper condition for use and free 
from offensive odors, any decaying animal or 
vegetable matter which from its present or ap- 
proaching condition is calculated to produce 
disease, and the existence of any of the afore- 
mentioned things shall be, and they are hereby, 
declared a nuisance, and may be proceeded 
against as in Section 847. 

849a. It shall be lawful for all residents of 
the city, where sewers are not accessible or in 
convenient proximity, to maintain on their 
premises septic tanks; Frovidedj That such tanks 
shall be under the supervision of the Plumbing 
Inspector. (December 14, 1907.) 

Privies. 

931. It shall be the duty of any person own- 
ing or occupying any lot or part of lot within 
the limits of the corporation of the city of Nash- 
ville, on which there is, or may be hereafter 
erected, any necessary house, to keep the same 
in a neat and clean manner, and to cause every 
such house to be frequently cleaned and 
emptied, or the pit thereof to be covered with 
quicklime, tl^at the smell may not become offen- 
sive to the adjoining inhabitants. On failure, 
such owner or occupant shall forfeit and pay 
the sum of ten dollars. 

932. Landlords and real estate agents are re- 
quired to erect privies to aVV \\o^v^es owned (ff 
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the preceding sections, by erecting: a privy not 
in accordance with their requirements, shall be 
guilty of a misdemeanor, and, on conviction, 
shall be fined twenty-five dollars, and ten dollars 
in addition for each and every day such viola- 
tion may continue. 

936. Where there now exits, or may hereafter 
be constructed, a privy so located that it can 
be easily observed from the street, or from any 
school or other place where a large number of 
people congregate, it shall be the duty of the 
owner thereof, when so requested by the City 
Board of Health, to construct in front or along- 
side said privy, a screen of such design and ma- 
terial as said board may approve. A failure to 
comply with the foregoing provision shall sub- 
ject the offender to a fine of five dollars for each 
violation and each day's continuance thereof. 
(Approved September 13, 1900.) 

945. It shall not be lawful for any person to 
construct in any of the public streets or alleys 
of the city a sewer or drain of any kind what- 
soever, without first obtaining a written per- 
mit from the Board of Public Works and Af- 
fairs, who shall specify the material, size, loca- 
tion and ^rade of the proposed sewer or drain. 

946. When any person shall, at his own ex- 
pense, by authority of said board, construct in 
any public street or alley, a sewer or main drain, 
said sewer or drain, by virtue of its location, 
passes under the control of the city authorities. 

947. It shall be lawful for the Board of Pub- 
lic Works and Affairs to issue its permit for 
other parties to empty their particular drains 
into any sewer or main drain, constructed as 
mentioned in the preceding section, upon pay- 
ment to the party constructing the common 
aewer or drain a proportional part of the cost 

the same, which proportional part shall be 
•njined and certified by said board. 
''• shall be lawful iox a\\ p^t^oti^ \.ci ^tsi^^i 
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their drainage from their own premises into any 
of the public sewers or drains of the city; Pro- 
videdj That the permit of the Bo^xd of Public 
Works and Affairs be first obtained, and the 
work be done in accordance with its direction. 

949. Any person violating any of the three 
above sections relating to the construction of 
drains shall be deemed guilty of a misdemeanor^ 
and shall be subject to a fine, to be imposed by 
the City Judge, of not less than five dollars nor 
more than fifty dollars; and, for all such viola- 
tions, may be fined every day until the law is 
complied with. 

950. If any private sewer becomes choked, or 
is burst or defective to the extent it becomes 
insufficient to carry away, from the premises 
upon which it is situated, the drainage, it shall 
be, and is hereby, declared a nuisance. 

951. It shall be unlawful, and is hereby de- 
clared a nuisance, for any person, firm or cor- 
poration to pile manure on his, their or its prem- 
ises as either to produce offensive odors, annoy- 
ance, or sickness to the neighbors, surrounding 
residents or proprietors. 

952. It shall hereafter be unlawful for any one 
to deposit on, or adjacent to, any of the dump- 
ing places in the city of Nashville (no matter 
whether said dumping place be on any public 
street or alley or private property) any manure 
or other material which, in the opinion of the 
City Health Officer, is objectionable or offensive. 

953. It shall hereafter be unlawful for any 
one to bum, or attempt to bum, or set fire to, 
any public or private dumping place within the 
corporate limits of the city of Nashville. 

954. A violation of either of the two forego- 
ing sections shall subject the offender to a fine 
of not less than three dollars nor more than 
fifteen dollars for each offense. 

955. It shall hereafter be the duty of i\>L^ \s^<stc^- 
hers of the police department, m p^Xxo^^x^^"^^^"^ 
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respective beats, to carefully note any violation 
of the preceding three sections hereof, and de- 
tect and arrest the offender if possible. Should 
they discover any dump on fire, it shall be their 
duty to notify at once the Chief of the Fire De- 
partment, who shall immediately extinguish the 
fire. (November 8, 1900. ) 

956. All fish and hide houses shall be kept 
in such condition as to not produce offensive 
odors to persons passing on the streets in imme- 
diate proximity thereto, or to the occupants of 
surrounding houses, and a failure to comply 
with this section is declared a nuisance. 

957. No person or corporation shall permit or 
have any offensive water or other liquid or sub- 
stance on his or its premises or grounds to the 
prejudice of life or health, whether for use in 
any trade or otherwise, and the same is hereby 
declared a nuisance. 

958. All kitchen sinks, drains or discharge 
pipes from bathtubs, soda fountains and the 
like, shall, when in convenient proximity to a 
sewer, be connected therewith in such manner 
as may be approved by the Board of Health. 

959. All connections of water closets or privies 
with the sewers that may hereafter be made, 
or that already exist, shall be made with a pipe 
sufficiently large to avoid clioking, and trapped 
and ventilated in each case as the Board of 
Health shall prescribe. 

960. It shall be unlawful for those having 
charge of any medical college or private dissect- 
ing room, within the corporate limits of the city, 
to allow the same to become so filthy as to be- 
come the least offensive to the suiTounding cit- 
izens at any time; and, upon so doing, and a 
conviction before the proper authority, such per- 
son or persons shall be fined not less than twen- 
tv-five nor more than fifty dollars. 

It shall not be lawful for any medical 
^r private dissecting room to discharge 
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the offensive sewage from the dissecting room 
upon the surface of the s^round anywhere within 
the corporate limits, under a penalty of twenty- 
five dollars for every day the offense is con- 
tinued. 

962. It shall not be lawful for any person or 
persons to draw off or allow to run on any 
ground, street or alley of the city the contents, 
or any part thereof, of any vault, privy, cess- 
pool, hog pen or slaughter house; and any per- 
son so offending, or failing, after three days ' no- 
tice from the sanitary sergeant, to abate the 
same, shall be deemed guilty of a misdemeanor, 
and, on conviction thereof, shall forfeit and pay 
a fine not exceeding twenty-five dollars for each 
and every offense, and said nuisance shall be 
abated. 

963. Any owner, agent or occupant of any sta- 
ble, stall or apartment in which any horse, cat- 
tle or swine or any other animal shall be kept, 
or any place in which manure or any liquid dis- 
charge of such animals shall collec^t or accumu- 
late, who shall fail to comply with the notice, 
as specified in the last above section, to cleanse, 
remove or repair said stable, stall or apartment, 
or to keep the same in a wholesome condition, 
shall be guilty of a misdemeanor, subject to the 
penalties provided in the last preceding section. 

964. It shall not be lawful for any person or 
persons whatever to deposit, or cause to be de- 
posited, on the Public Square, or on aay of the 
public streets, lanes or alleys withiji the limits 
of the corporation, any ashes, sweepings or 
cleanifags from houses, slops or dirty water, or 
any other filth, trash or offensive matter what- 
ever; and any person or persons so offending 
shall, on due proof thereof, forfeit and pay for 
each and every offense not less than one nor 
more than twenty dollars. If any of the of- 
fenses enumerated in this section shall be com- 
mitted bj a minor, the pareivl ot ^\x^x^\^x^. ^^"^ 
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such minor, or person in whose employment 
such minor may be at the time of the commis- 
sion of such offense, shall be liable for the fines 
and penalties incurred by such offense, in the 
same manner as if said parent, guardian or em- 
ployer had been guilty of such offense himself. 

965. The territory lying immediately south of 
the city being drained into Brown's Creek, and 
by that creek into the river above the city wa- 
terworks, it shall, therefore, be unlawful to con- 
vey the carcasses of dead animals, or any other 
filth or garbage, out of the city in a southerly 
direction, or in the direction of the valley of 
Brown's Creek, or of its headwaters, or to de- 
posit the same inside the corporate limits; ana 
any person convicted of a violation of this sec- 
tion shall be fined not less than five dollars nor 
more than fifty dollars for each such offense. 

966. If any person or persons shall put, or 
cause to be put, any dead carcass into the Cum- 
berland Eiver within the limits of this corpora- 
tion, he, she or they, upon conviction thereof, 
shall forfeit and pay not less than one nor more 
than ten dollars for each and every offense; and 
if the said offense shall be committed by a 
minor, the parent, guardian or person in whose 
employment he or she may be at the time, shall 
be liable for the above penalty. 

967. No person or occupant of any stable, 
warehouse^ factory or any other building abut- 

* ig upon the Cumberland River bank, within 

I corporate limits of this city, shall dump or 

)OBit upon the said bank any manure, straLw, 

>s, shavings, filth, offal or other waste mat- 

accximulat^ within their said respective 

ses or places of business. 

tf68. No water closet or privy shall be con- 

mcted on the said river bank in such manner 

*» empty the contents of said closet or privy 

e said bank, except into a vault constructed 

nanner prescribed by \a^ •, Proild^d, Tliat 
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there is no sewer in close proximity to which 
connection can be mada 

969. All said water closets and privies, from 
which the contents are now deposited on the 
said river bank, are declared to be a nuisance 
and prejudicial to health, and shall be removed 
or constructed over a vault, as hereinbefore pro- 
vided, or connected with a sewer, where practi- 
cable, within ten days after the service of no- 
tice from the Board of Public Works and Affairs 
to remove or reconstruct the same. 

970. All waste pipes now emptying onto the 
said river bank from buildings abutting there- 
on are now declared to be a nuisance and preju- 
dicial to health, and shall be connected with a 
pipe running to low-water mark on the said 
river, within twenty days after the service of a 
notice from the Board of Public Works and Af- 
fairs to do so. 



CHAPTER XXVI. 



Ordinances Looking to the Prevention of Fires. 

1072. Whenever any brick or stone building 
already erected shall be newly roofed or cov- 
ered, when said building is adjoining or contigu- 
ous to any other building, it shall be finished 
with parapet or fire walls, and covered with 
slate or stone, tin or copper, as new buildings. 

1073. Every person or persons offending 
against the provisions of the above section shall 
forfeit, and pay a fine of fifty dollars, and the 
further sum of ten dollars for each and every 
month thereafter until the provisions of said 
section be complied with. 

1074. It shall not be lawful to make, or cause 
to be made, any fire for the purpose of smoking, 
or cause to be smoked, any bacon or other meat, 
in any warehouse or other buildings except 
houses hnilt expressly for that p\XTpo^^^ w: \xvi^^ 
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secure so as not to endanger the adjoining prop- 
erty. And any person oflfending against the 
provisions of this section shall forfeit and pay 
the sum of twenty dollars for each and every 
day the practice shall be continued. 

1075. No person or persons shall be permitted 
to hang or place any lamp or light, as a sign or 
otherwise, on the outside of any wooden build- 
ing, unless such lamp be well secured and placed 
at the distance of two feet six inches from any 
wooden building; and any person or persons so 
oflfending against the provisions of this section 
shall forfeit and pay the sum of five dollars for 
each and every offense. 

1076. No person shall erect any chimney or 
stove within the corporation in such manner 
as the smoke thereof shall annoy any neighbor, 
or the citizens in passing, and, upon complaint 
of any two citizens thereof to the Mayor and 
City Council, they shall, at their discretion, or- 
der the same to be altered or removed; and if 
any person shall refuse or neglect to obey such . 
order, such person shall forfeit and pay the sum 
of ten dollars, and the like sum for each and 
everv week thereafter until such order shall be 
obeyed; and no person shall erect a stove and 
conduct the pipe thereof through the side or 
end of any building, unless the same be well se- 
cured for the purpose of preventing fire, under 
a penalty of forfeiting the sum of ten dollars; 
and shall forfeit and pay the same sum for each 
and every month thereafter until such pipe be 
removed. 

1077. It shall not be lawful for any person or 
persons to keep any stable or other house with 
hay, fodder, hemp or other combustible articles 
therein, within the limits of the corporation, 
open or exposed in any part thereof, so as t)^ 
endanger the safety of buildings adjacent there-'N 
'o; and such person or persons thus offending 

^77 be subject to a penalty of twenty dollars. 
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and twenty dollars for each five days thereafter 
that it shall be permitted to be exposed. 

1078. If any person or persons shall fire any 
gun or pistol, cast, throw or fire any squib, 
rocket, cracker or other combustible fireworks 
within the limits of the corporation, every such 
person, for every such offense, shall forfeit and 
pay the sum of five dollars ; but especial excep- 
tion to this provision and penalty shall be made 
from sundown on Christmas Eve until 10 o'clock 
Christmas night; also from sunrise to 10 p. m. 
on the eighth of January, twenty-second of Feb- 
ruary, and Fourth of July; Protnded, That no 
portion of such excepted periods shall fall on 
Sunday; Provided, also, That during such ex- 
cepted time, no guns, pistols, firecrackers or 
other combustible shall be fired or thrown from 
or upon any street, thoroughfare or uninclosed 
lot within the limits of the city of Nashville, 
under the foregoing prescribed penalties; And, 
provided, further^ That whenever the Board of 
Public Works and Affairs do not deem it ob- 
jectionable or dangerous to do so, they may 
grant permission to any responsible party to fire 
blank cartridges for the purpose of training an- 
imals, or for any other purpose for which the 
firing of such blank cartridges is desirable or 
necessarj'-; said board, in granting such permis- 
sion, to reserve the right to revoke the same 
whenever they desire to do so. (Amended 
March 19, 1896.) 

1079. If any person or persons shall carry a 
lighted candle or lamp into any stable, or make 
use of it at such stable, unless the same is se- 
cured in a tin, horn, wire or glass lantern, or 
shall keep ashes in barrels, boxes or wooden 
vessels of any kind, in any dwelling house, ware- 
house or other building, or contiguous thereto, 
or on any wooden floor, shall forfeit and pay the 
sum of five dollars for each and every such of- 
fense. 
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1080. It shall not be lawful for any person or 
persons to erect within the limits of the cor- 
poration any powder magazine, or any other 
building for the purpose of storing gunpowder 
in greater quantities than is hereinafter speci- 
fied ; and any person or persons erecting or caus- 
ing to be erected any such building shall forfeit 
and pay the sum of one hundred dollars, and 
fifty dollars for every twenty-four hours until 
such building is removed. ♦ 

1081. It shall not be lawful for any person, 
company or corporation to keep in any house or 
upon their premises, within the corporate limits 
of the city of Nashville, more than one hundred 
pounds of powder (being blasting or gunpow- 
der), nor more than fifty pounds of dynamite, 
nor more than five hundred caps or cartridges 
for exploding dynamite, between the hours of 
5 a. m. and 7 p. m. Between the hours of 7 p. m. 
and 5 a. m. there shall not be stored or kept in 
any house or upon any premises within the cor- 
porate limits of the city of Nashville more than 
twenty-five pounds of gunpowder, nor more 
than twenty-five pounds of blasting powder, nor 
more than one pound of dynamite, nor more 
than five hundred caps or cartridges for explod- 
ing dynamite. All the articles specified and al- 
lowed in this section shall be kept, if kept at all, 
on the first or street floor of the house wherein 
kept. Any person or persons who shall violate 
the provisions of this section shall be fined for 
each offense not less than twenty-five nor more 
than fifty dollars. (Approved March 6, 1895.) 

1082. It is hereby made the duty of the metro- 
politan police to make particular inquiry, and 
discovery if it is in their power, where any pow- 
der is kept contrary to the provisions of this 
chapter; also to notice, from time to time, the 
condition of stables alluded to in this chapter, 
^o ascertain whether they are open or exposed, 

^ report the same to ttie'M.ayoT. 
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1083. Any building or magazine used for the 
storage of powder, dynamite or other danger- 
ous explosives, from which deliveries are to be 
made for sale upon the Nashville market, or for 
shipment from Nashville, shall be constructed of 
brick or stone, covered with metal, slate or tiled 
roof, and so ventilated as to keep the building 
reasonably cool, and at the same time free from 
danger from sparks or other means of ignition. 
(March 22, 1901.) 

1084. It shall be unlawful to have stored in 
any one building used for this purpose more 
than thirty thousand pounds of powder or thirty 
thousand pounds of dynamite at any one time. 
{Do.) 

1085. It shall be unlawful to build or use any 
building for the storage of powder, dynamite 
or other dangerous explosives where the same 
shall be located within less than one hundred 
yards of any other building used for the same 
purpose. {Do.) 

1086. When petroleum or coal oil is received, 
it shall not be allowed to remain on the pave- 
ment, or in any alley, or on the main floor of the 
building, longer than is necessary for its trans- 
fer to said cellar or underground department. 

1087. Upon coilviction for a violation of the 
preceding section, the persons or corporation so 
offending shall be fined not less than ten nor 
more than fifty dollars; and, further, shall pay, 
for each day or part of a day said petroleum or 
coal oil shall remain in the unlawful places 
above named, fifty dollars. 

1088. Hereafter it shall be unlawful for anv 
person, firm or corporation to store or keep on 
hand at any one time for use or sale, in the city 
of Nashville, more than ten barrels of spirits 
of turpentine. Such quantities spirits of tur- 
pentine as may be kept shall be stored in the 
cellar or underground department, which shall 
he in all cases below the level oi \\v^ ^\xVV^^ ^^ 
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either side of the building. (February 26, 
1907.) 

1089. Any firm, person or corporation who 
shall be guilty of a violation of the preceding 
section shall be guilty of a misdemeanor, aad 
shall be fined, before the Judge of the City 
Court, not less than ten nor more than fifty dol- 
lars for each and every offense. (February 26, 
1907.) 

1090. It shall be unlawful to locate or build, 
or store in any magazine already built, any pow- 
der, dynamite or other dangerous explosive, 
within less than two thousand yards of the cor- 
porate limits of the city of Nashville, and any 
building so located at this time must be removed 
or ceased to be used within ninety days from 
the passage of this ordinance. The owner or 
proprietor or party depositing powder or dyna- 
mite or other dangerous explosives in any build- 
ing or magazine located within less than two 
thousand yards of the corporate limits of the 
city of Nashville, after ninety days from the 
passage of this ordinance, shall be guilty of a 
misdemeanor, and on conviction shall be fined 
not less than twenty-five nor more than fifty dol- 
lars for each dav said building may be so used. 
(March 22, 1901.) 

1091. No person shall, in this city, have, put 
or keep any hay or straw in stack or pile, with- 
out having the same inclosed or secured so as 
to protect it from flying sparks of fire. 

1092. Any person setting up any stove or fur- 
nace in any building in this city shall place the 
same on a platform of brick or sheet-iron, or 
other incombustible substance, extending at 
least six inches in every direction beyond that 
part of the lower plate which fronts the door 
of the stove furnace. 

1093. The owner or occupant of any house, 
'^ or other building; in this city, shall cause 

^ or chimnev ttiereoi \.o ^i^ ^^^\. q\ 
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burned out as often as may be requisite to keep 
the same clean. In cases of burning out a flue, 
it shall be done in the daytime, and only when 
rain is falling, or when the roof of the building 
is covered with snow. If any person shall suf- 
fer the flues or chimneys of a house occupied 
by him or her to take fire, or to be fired at any 
other time than herein expressed, he or she shall 
be liable to the penalties herein prescribed. 

1094. Whoever shall violate any of the provi- 
sions of the three preceding sections shall for- 
feit and pay a sum not less than five nor more 
than twenty dollars. 

1095. It shall be lawful from and after the pas- 
sage of this ordinance for any person, firm or 
corporation to keep in store, for sale or use at 
any time within the city of Nashville, any num- 
ber of barrels of petroleum, coal oil, gasoline, 
naphtha, benzine or benzine varnish; Provided^ 
The same is kept in steel tanks buried under- 
neath the ground, rendered air-tight, from 
which said fluid is removed by a pump and in 
no other way; And, provided, further , That whole- 
sale dealers, not located within the fire district 
of the city, shall not be required to store their 
oils and fluids in the manner hereinbefore pre- 
scribed and defined. Persons, firms or corpora- 
tions in the city of Nashville having on their 
premises for sale or use any of the fluids speci- 
fied in this ordinance, in quantities of one bar- 
rel or less, shall not be required to store or keep 
the same in the manner above defined. Every 
person, firm or corporation violating the provi- 
sions of this ordinance shall be deemed guilty 
of a misdemeanor, and upon conviction thereof 
shall be fined the sum of fifty dollars for each 
offense, and every day's violation shall consti- 
tute a separate offense. All ordinances or parts 
of ordinances in conflict herewith be and the 
same are hereby repealed. (February 2fi^\9Qn ,\ 
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CHAPTER XXXV. 



Ordinances Passed to Secure Grood Order, Good 
Morals, and to Prevent Nuisances. 



Nuisances. 

1291. If any person shall blow up rock with 
gunpowder, or shall hire or employ others for 
that purpose, within the limits of the corpora- 
tion of Nashville, without a scaffolding or cover- 
ing of planks or scantlings sufficient to prevent 
the rocks or stones from being thrown up or es- 
caping abroad, any such person shall forfeit 
and pay for every such offense the sum of ten 
dollars. 

1292. Any person engaged in blasting within 
the corporate limits shall, in addition to the 
usual precautions of covering up the blasts, and 
crying the alarm, stretch cords across every ave- 
nue, street, alley or other thoroughfare leading 
directly to the place of blasting, each cord to be 
fastened at least four feet from the ground, and 
at a distance of not less than sixty yards, from 
the blasts, said cords to be stretched and fas- 
tened before the blasts shall be fired, and shall 
remain until the last blast is exploded. 

1293. Any person failing to use the additional 
precautions herein made obligatory in Section 
1292 shall, on conviction before the City Judge, 
be fined not less than ten nor more than fifty dol- 
lars for each and every offense. 

1299. It is hereby made unlawful for any per- 
son, firm or corporation using steam apparatus 
of any kind to exhaust steam into any sewer 
owned or controlled by the city; and any such 
person, firm, etc., found guilty of a violation of 
this section shall be fined twenty-five dollars 
before the Judge of the City Court, and for each 
lay's continuance thereafter, fifty dollars. 

tSOO. It is hereby declared \,o \i^ ^ TLm^^>csi<ie 
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and prejudicial to public health, to exhaust 
steam into any sewer, and any and all persons 
who now have steam connection, or are exhaust- 
ing into any sewer owned or controlled by the 
city, shall, within thirty days after written no- 
tice from the Board of Public Works and Af- 
fairs, sever and disconnect, or, on failure so to 
do, shall be deemed guilty of a misdemeanor, 
and fined twenty-five dollars for each day 's fail- 
ure. 

1302. It shall hereafter be unlawful for any 
contractor, laborer or any other person, within 
the limits of the city of Nashville, to do any 
work at drilling of rock with hand drill or steam 
drill, or to do any blasting of rock with blast- 
ing powder, dynamite, Hercules, rack-rock or 
any substance that makes a detonation or loud 
noise, between the hours of sunset on one day 
and sunrise of the following day. Any contrac- 
tor, laborer or other person who shall be found 
sruilty of a violation of the above provision of 
this ordinance shall be deemed guilty of a mis- 
iemeanor, and fined by the Judge of the City 
Oourt twenty-five dollars for each violation. 



INDEX TO BUILDING LAWS. 



References are to sections except where otherwise indi- 
cated.) 

AUTOMATIC SPRINKLERS— 

use of authorized upon bond given 226 

size of pipe 226 

owner to file bond 227 

bonds renewed 228 

affidavit of owner that water used for no other pur- 
pose 228 

shut off when used for other purposes 228 

leaks repaired 228 

number of sprinkler heads given 228 

misdemeanor to attach fixtures to sprinkler system. . 229 

additional heads reported 229 

check valve and gauge placed in street 230 

system to be subject to inspection 230 

pressure in system 230 

5ARBED WIRE FENCES— 

unlawful 411 

to be removed 412, 413 

BILLBOARDS— 

construction of, abutting on streets, regulated 399 

to be erected under inspection of Building In- 
spector • 400 

notice served on owners of, when 400 

penalty for violation 400 

small ones, on sidewalks, prohibited 401 

paper from, owner to take care of 402 

penalty for failure to 402 

permit for 643 

BLASTING— 

without covering, nuisance 1291 

cords stretched across street when blast to be 

fired 1292, 1293 

not done at night 1302 

BOARD OF PLUMBING COMMISSIONERS— 

all plumbing in city under control of 760 

how constituted, number of members 760 

organization of, election of chairman, etc 760 

meetings of, time and place of 760 

number of meetings 760 

BOILERS, ELEVATORS, AND FURNACES— 

to install, permit for 786 

to be annually inspected 787 

inspection of, fees for T^^ 

to install without permit, unlawful .T^^-a. 
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certificate of inspection, unlawful to use without 

having 7^^b 

how tests made 7^>0c 

hammer or hydrostatic test may be used 7^>0c 

regulations governing each of such tests 7^>0c 

labor necessary for test, by whom supplied 7^>0c 

certificates of inspection, to show what 7^0c 

exempt, certain, from inspection 7^0c 

penalty for violation 790d 

(See generally, Buildings, Department of, infra.) 

BUILDERS— 

water for 148 

one on Board of Building Examiners 51S 

BUILDING COMMISSIONERS— 

who compose SH 

Secretary to 515 

dangerous, unsafe walls, etc.. Inspector to report 

to, when 613 

procedure in case of 613 

to order Inspector to remove, when and how 613 

removal of walls, etc., expenses of, by whom borne. . 613 

strictly to adhere to letter of building laws 782 

violation of building law by, a misdemeanor 782 

First Assistant Inspector under, when 788 

tents, permits for erection in fire district, to grant. . . 791 
consent of adjoining property owners to be obtained 

before permit issued 791 

application made to, in writing, contents of 791 

BUILDING INSPECTOR— 

(See Buildings, Department of. Inspector of Build- 
ings.) 

BUILDINGS— 

foul or damp, nuisances 804 

being erected, loafers around 1239 

unlawful to deface • 1283 

BUILDINGS, DEPARTMENT OF— 

(Herein is . a complete alphabetical index of the 
Building Ordinances.) 

Actions against Inspector — 

In what case 781 

Advertising — 

structures for 643 

Aisles — 

Camp stools not to be placed in 735 

width of main, in theaters 735 

doorways between, width of 736 

capacity of 737 

gradients in 738 

in theaters, etc., kept open 697 

unlawful to stand in 698 
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Alarm gongs — 

in hotels, boarding houses, etc 674 

Alterations — 

when may be made with and without consent of 

Inspector 51^ 

of building, permit for 518 

in building defined 522 

in plumbing plans, how made 763 

Amusement — 

places of, fire regulations 697 

standing in aisles illegal 698 

Anchors — 

in walls 570 

Annual inspection — 

of boilers, etc 787 

Anti-syphon traps — 

use of, prohibited 773a 

Apartment houses — 

defined 522 

floor loads for 534 

inside walls, thickness of 550 

inside walls for 555 

maximum length of wooden joists 578 

stairs in 606 

stairways in, number of, construction of 616 

fire escapes for 670, 671 

Appeals — 

from orders of First Assistant provided for 789 



Appendages 
defined 522 

Application — 

for permits to state what 517 

Architects — 

on Board of Examiners 515 

Areas — 

permit for 609 

defined 522 

Application — 

for permits, record of 515 

Arrests — 

trials after, when 69 

Asbestos — 

around registers, when 591 

around warm air pipe 603 

Asbestos cement- 
around smoke pipes 595 

Ash boxes — 
construction of ^^ 
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Ashlar faced walls — 

backinig^ of 567 

Ashlar work — 

anchored, when 567 

Assembly halls — 

to be fireproof, when 659 

maximum length of wooden joists 578 

stairs to 607 

fire escapes for 670, 671 

Asylums — 

buildings used for, to be fireproof, when 659 

fire escapes for 670, 671 

Attic story — 

defined 522 

Auditorium — 

in theater separated from stage, how 720 

Automatic brakes — 

when elevators to have 687 

Automatic fire doors — 

for stairways to be provided for 666 

freight elevators to have 696 

Automatic sprinklers — 

fire doors not required, when installed 561 

for theaters 751 

Automobile houses — 

frame 653 



Awning! 

framework to be metal, when 633 

in fire district, Italian, etc., only lawful 633 

in fire district, stationary prohibited 633 

sheds, etc., over sidewalks declared to be 633 

Backing — 

of ashlar faced walls 567 

Bake ovens — 

construction of 601 

Balconies — 

of hotels, etc., how to be constructed 619 

Balcony windows — 

not to project over property line 619 

Balconies — 

for fire escapes 671 

Basement story — 
defined 522 

Basement walls — 
for stone or brick buildings 559 
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Bath tubs, etc. — 

to be separately trapped 769 

Bay windows — 

defined 522 

covered with metal 655 

Beams — 

loads for 535 

pipes let into 592 

iron, etc., how to be bolted 665 

wooden, to be clear of chimneys, etc 616 

Bearing plates — 

on iron columns 532 

Bearing walls — 

defined 522 

further definition 546 

Billboards — 

permit for 643 

description of 643 

Black wrought pipe — 

not to be used 773a 

Blocking — 

fire, regulated and provided for 638 

Boarding houses — 

fire escapes for 670, 671 

watchman for 674 

halls and stairways lighted at night 674- 

red lights in 674 

notices of means of escape ; 674 

Board of Examiners—^ 

created 515 

to examine candidates for Inspector 515 

to report result of examinations to Council 515 

Board of Plumbing Commissioners — 

created 760 

Board of Public Works — 

to issue permits for areas, etc., under sidewalks. . . 609 

to issue permit to move house 667 

bond given to 668 

notice to Fire Alarm Superintendent 668 

Boilers — 

flues of, to be of certain dimensions 586 

to be connected with flues, how 586 

placing of 597 

in theaters, how placed and inclosed 743 

applications for permits for, to whom 786 

to be annually inspected 787 

inspecting of, fees for 790 

unlawful to construct without peitmV H^^^ 

tests of, how made HS^^ 
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certificates of inspection of, how kept 7i 

explosion of, to be reported to whom 7i 

Boiler rooms 

Bond— 

for removal of buildings, from 

for moving house 

Bonding — 

of brick walls ,^5; 

provided for ^5j 

Bracing — 

for wind pressure ^3^ 

Brakes, electric — 

of elevators, how applied 689 

Brick- 
character of, that may be used 523 

to 'be wetted before laid, when 546 

non-absorbent, exception to 546 

hollow 563 

Brick or stone buildings — 

foundations for 543 

Brick building — 
defined 522 

Brick partitions — 

may be used, when 552 

may be built, when 580 

Brick piers — 

construction of 547 

Brick walls — 

for business buildings, thickness of required 548 

of certain business buildings, table of thickness of. 549 
in combination business and dwelling houses, ta- 
ble applicable to what 549 

chimneys in, to be bonded, how 586 

bonding of 566 

Brick work — 

loads for 529 

tests for 530 

Bridging — 

mode of construction of, provided 637 

for fire blocking provided for 638 

Buckets and barrels — 

in theaters, to prevent fires 754 

Building Commissioners — 

who compose 514 

to consent to frame structures in fire district, when 650 
to order taking down of damaged dwelling, when. . 653 

to strictly adhere to building law 782 

violation of building law by, a misdemeanor 782 
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Builders — 

on B6ard of Examiners 515 

Building Inspector — 

(See Inspector of Buildings.) 

Building laws — 

embrace what buildings 778 

Building line — 

defined 522 

building not to project beyond 619 

Building material — 

walk and fence around required, when 622 

on streets not to obstruct streets 624 

how piled in street 625 

not to obstruct gutterways in street 626 

Building^s — 

to be removed, Inspector to examine 515 

existing, not to be altered, etc., so as to. violate 

building laws , 516 

raised or built upon, to conform to building ordi- 
nance 520 

factory, defined 522 

frame, defined 522 

height of, defined 522 

measurement of 522 

office, defined 522 

veneered, defined 522 

brick, defined 522 

excavations for, to be guarded 539 

excavations on lots adjoining, notice to be given , 

owner or agent of, what 540 

to have independent walls, unless they have party 

walls 545 

stories of, heights of fixed 584 

in fire limits, see generally 652 et seq. 

in fire limits, exterior walls in 652 

certain, to have walls of certain thickness for cor- 
nices 559 

stairs in 604 

first story, brick, stone, etc., allowed in hre dis- 
trict 649 

frame allowed in part of fire district 650 

what, required to be of fireproof construction 659 

fireproof, stairs in, construction of 663 

moving, permit for 667 

moving, bond for 668 

moving, fees for , 669 

what, a£F«cted by ordinance, defined 778 

removal of, bond for 793 

BnlUieadi^— 

on flat roofs of certain buildings 628 

to be covered with fireproof material ^TSi 

stairs to, to be provided : i ^'^ 

T 
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dimensions of 628 

not to be locked 629 

Business buildings- 
defined 522 

includes what structures 548 

brick walls of, thickness of 548 

brick walls to what table applicable 549 

Cable- 
hoisted, elevators, safety device to be on 690 

of elevators, what kind to be used 691 

include what 759 

Cards — 
danger, when to be posted by Inspector on build- 
ings 614 

Cast-iron or steel-pipe columns — 
used when 532 



Ceilingt 
in theaters, not sheathed 729 

Cellars — 

defined 522 

standard depth of 522 

unlawful to construct smokehouses in 627 

Cement mortar — 

defined 522 

same subject 526 

in masonry 529 

Cement — 

defined 522 

tests for 526 

Cement asbestos — 
around smoke pipes 595 

Certificates — 

of Board of Examiners 515 

of Inspector of Buildings as to sufficiency of fire 

escapes 671 

First Assistant to issue, when 787 

unexpired, of First Assistant, necessity for 790b 

of inspection, to be kept posted 790c 

Cesspools — 

not to be connected with house drains 766 

Changes in plans — 

Inspector to consent, exception 517 

Chemicals — 

to extinguish tires in theaters 754 

Chief of Fire Department— 

to approve standpipes 676 

to approve placing of hose in lYvtaA-tis ,7S3, 756 
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Chimnesrs — 

walls of, not to be entered by floor timbers 575 

to be constructed of what 586 

foundations for, how built 586 

dangerous, to be removed 586 

certain, to rest upon ground or be of fireproof con- 
struction 586 

in masonry walls, thickness of wall back of 586 

in brick walls bonded, how 586 

how topped out 586 

flue used as smoke flue, dimensions of 586 

walls, timbers not to rest on 586 

hollow walls allowed for certain 586 

to be lined with fire brick, how 586 

tops to extend what distance above roofs 586 

for fireplaces, walls for, thickness of 586 

dangerous 587 

thickness of 593 

wood in, forbidden 593 

metallic 594 

how constructed 596 

flues of, not to be used as ventilators 773 

Churches — 

thickness of walls holding cornices 559 

stairways in, provided for 635 

exits in certain, number of, width of. 636 

built according to building laws 703 

Cinder concrete — 

not fireproof material 664 

Circular stairs — 

prohibited 608 

City Attorney — 

to assist Inspector in enforcing fire-escape ordi- 
nances 675 

Clamps — 

holding stone facing walls 564 

Clay-pipe tapping — 

not allowed, when 776 

Inspector to be notified 776 

Clerk to Inspector 515 

Cloth signs — 

regulations for 646, 647 

Closets — 

yard, distance from buildings fixed 776 

Coal houses — 

in part of fire district 653 

Columns — 

cast-iron or steel used, when ^'^^L 

loads for ^'^^ 
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loads for, in schools, factories, warehouses, audi- 
toriums, or theaters 535 

iron, etc., construction, how to be erected 665 

Combustible material — 

not to be allowed in contact with electric appli- 
ances 634 

Columns of porticos — 

beyond line, to what extent allowed 619 

Combination walls- 
materials that may be used in 618 

Composition roofs — 

in fire district, protected, how 654 

Concrete — 
defined 522 

Concrete partitions — 
may be used, when 552 

Concrete — 

plaster, etc., amount lawful to mix on streets 624 

Condemnation — 

of defective plumbing, notice of, on whom served. 762 

Contractors — 

may use sidewalks, when 621 

Construction — 

stopped by Inspector, when 515 

Cornices — 

walls for support of 559 

supported only by metal in portion of fire district. 559 

of stone 565 

of wood in portions of fire district 652 

covered with metal 655 

how secured to wall 656 

damaged, how replaced 656 

Corridors of theater, etc. — 

storage in, prohibited 709 

gradients from parquet or stage of theaters 710 

Courts — 

fire escapes in 673 

Cotton batting — 

unlawful to use in stores for decorative purposes. . 634 

Covering — 
of furnace pipes 603 

Curtain — 
in theaters •. 733 

Curtain walls — 

thickness of 556 

heig^ht of 556 
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Damaged buildings — 

to be inspected 515 

Dampness, ground — 

to be provided against 585 

to be carried oflf, how 585 

Dance halls — 

to be fireproof, when 659 

Dangerous and unsafe walls — 

to be removed, when 613 

Inspector to report to Building Commissioners, . 

when 613 

procedure of Building Commissioners in cases of. 613 

Inspector ordered to tear down, when 613 

expense of removal, by whom borne 613 

penalty for failure, after notice 613 

Danger cards — 

when to be posted by Inspector on buildings.... 614 

Dangerous buildings — 
frame, taken down, when 653 

Dead loads 534 

Debris — 

to be dampened by contractor, etc., how 615 

not to obstruct traffic on streets 624 

Decorations — 

in stores, unlawful to use cotton batting in, for. . . 634 

Defective plumbing — 

to be condemned by Inspector 762 

Definitions — 

of terms used in building ordinance 522 

Depth of excavation — 

prescribed 541 

Depth of foundations — 
for dwellings, prescribed 542 

Diagram — 

of theater published 746 

Disputes — 

as to building questions, who to settle 515 

Division walls — 

defined 522 

thickness of, table for 551 

in veneered apartment buildings 555 

Doors — 

fire, standard 522 

fireproof 561 

iron smokehouses to have, when 627 

in signs, when ^^^ 

windows, etc., in fireproof build'mgs ta^.^ \>t ^oo^. ^"^ 
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leading to fire escapes 672 

width of, in theaters 740 

to open outward 740 

Dormer windows — 
covered with metal 655 

Dormitory buildings — 

thickness of walls, holding cornices , . 559 

fire escapes for 670 

Diagrams, etc. — 

for plumbing, to be submitted to whom 763 

Drains — 

clean-out connections of, prescribed 766 

fall of, prescribed 766 

house, material to be constructed of 766 

Drawings and specifications — 
for signs 645 

Drying rooms 600 

Dumb waiters — 

exempt from inspection 790c 

Dwelling houses — 

floor loads for 534 

foundations, depth of, prescribed 542> 

foundations for, character of 543 

thickness of brick walls in table of 549 

walls for, thickness of 550 

walls, etc., for, table of, to what applicable 550 

stairways in, number and construction of 616 

Eccentric loading 535 

Educational purposes^ 

buildings used for, to be fireproof, when 659 

Elevators and elevator machinery — 

members carrying 535 

specifications for, to be filed with whom 678 

permits for, must be obtained 678 

to be provided with metal plates 679 

operators of, qualifications of 680 

operators of, incompetent, are disqualified 681 

passenger, hatchways of, to be inclosed 682 

freight, hatchways of, how inclosed 683 

passenger, to have automatic speed governors 684 

passenger, to have inside doors, when 685 

passenger, defined 686 

to have automatic brakes and stops, when 687 

what, to have terminal stops 688 

electric brakes of, to be applied, how 689 

safety device on cable-hoisted 690 

cables of, what kind 691 

to have head room above 692 

freight, certain, to have gvudeposls 693 

in well holes unlawful, except vjVvtn ^^ 
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to inspect, power of Inspector to enter premises . . 695 

to be annually inspected 787 

passenger, to be inspected semi-annually 787 

passenger, certain, exempt from inspection 787 

inspection, fees for 790 

unlawful to construct without permit. 790a 

test of, how made 790c 

permits for, from whom obtained 790c 

Electrical wiring — 

how to be installed 758 

permits and inspection 426 

Electrical appliances — 

combustible material not to be in contact with 634 

Electric brakes of elevators — 
how to be applied 689 

Emergency exits^— 
from theaters 708 

Engineering — 
authorities to approve structural metal work 528 

Engineers' ladders 605 

Enlargement of building — 
permit for 518 

Entrances — 
to school buildings 607 

Erections — 

to begin without permit, a misdemeanor 780 

Examination — 

of Inspector, character of 515 

Excavations — 

for buildings, to be guarded 539 

adjoining buildings, notice to be given 540 

more than ten feet beneath sideWalk, grade rules 

for 540 

depth of, prescribed 541 

Excelsior, etc. — 

to be kept in fireproof room 759 

Exhaust, etc. — 

pipes, not to be connected with sewers. '. 768 

Existing walls — 

party, not affected by ordinance, when 582 

lining of, how done 583 

Exit signs — 
posted 746 

Exits— 

in buildings 607 

in halls and churches, regulated ^^ 

in buildings ^^ 
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from theaters, to be to street 707 

from theaters, public buildings, etc 708 

from auditoriums of theaters 711 

from theaters, width of 712 

doors of theaters to open outward 713 

number of, in theaters 739 

Explosions — 

of boilers, etc., to be reported, by whom 790c 

External wall — 

defined . . .* 522 

for basements 556 

further definition 564 

in fireproof buildings 652 

of frame buildings in parts of fire district 653 

Factors of safety 530 

Factory buildings — 

defined 522 

floor loads for 534 

to be fireproof, when 659 

stairs in 604 

fire escapes for 670 

Fees — 

for permits 518 

paid into treasury 521 

for moving houses 669 

for plumbing permits, schedule of 763 

of First Assistant Inspector 790 

Fences — 

around buildings, material required, when. 622 

sidewalks may be inclosed with, when 623 

temporary, to be constructed, when. ............. 624 

kind of, in fire district 643 

signs, billboards, etc., permits for 643 

Final tests — 
of plumbing, how to be made 775 

Fire apparatus— 
in theaters 747, 755 

Fire blocking- 
bridging provided for 638 

Fire brick — 

chimneys, flues, etc., to be lined with, how..:.... 586 

Fire district — 

cornice supports to be of metal, where 559 

rooms, or elevator extensions on roofs of build- 
ings, provisions as to 559 

thickness of walls for support of cornices in. 559 

partitions in certain structures in 578 

ash boxes in 599 

wooden cornices in part oi 652 

oiithauses of wood in part oi ^^ 
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wooden additions to dwellings, in,. . ... . i • .-.^ ...... . 652 

billboards in 643 

boundaries of 649 

building with first story brick, etc., allowed in. . . . 649 

repair of frame dwellings in . : . 653 

frame dwellings erected in part of 653 

outhouses erected in . 653 

sheds erected in . ..." . . '. . ,'".'.: . . . .?. ..... ... . . 653 

roofs, gutters, eaves, parapets, in. 654 

appendages in, covered with metal; what are ap- 
pendages 655 

cornices, how secured ... 656 

wooden stairs in, when .!.......... 658 

Fire doors — 

standard ; ;..;.....; 522 

same subject K 561 

automatic, to be provided in certain buildings 666 

through proscenium walls 727 

Fire escapes — . ** 

for what buildings 670 

subject treated •. :'..:.'. 670, 675 

balconies for .. ..*.'. ; . ; ... 671 

railings for 671 

hand rails for ; . '. .' '. 671 

- wires not to interfere with 671 

poles not to interfere with 671 

other styles of 672 

to be installed, when : 672 

Fire doors, automatic — 

freight elevators to have .j., . 696 

in elevators, how constructed. ....'...... 696 

Fireplaces — 

dangerous . , . . 587 

hearths of \ .'.'....;. 593 

backs of ;..:;...;:.:; 593 

Fireproof buildings — 

boiler rooms in 602 

stairs in .;;;.;; 604j 642, 663 

Fireproof construction — 

deiined ; ..;.:...:...: 662 

Fireproof — 

certain kinds of buildings to be 659 

what may be of woo^den construction. 659 

internal structural parts of, how: constructed. .... . 664 

floors, in theaters 728 

Fireproofing materials — 

to be used, when .• 663 

test rnay be required by whom : . . . . 664 

wall of dressing rooms in theaters of 730 

Fireproof schools — 

stairs in ^^ 
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Fireproof shafts— 

in theaters 725 

Fireproof vaiiltfl — 

shavingg to be deposited in, when 631 

Fires — 

buildings damaged by, to be inspected. 515 

Fire walls — 

in theaters 722 

First Assistant to Building- Inspector- 
office created 784 

how elected, etc 784 

oath and bond of ^. 785 

duties of 786 

to act as Inspector, when 788 

to devote entire time to office 788 

fees of 790 

to issue notices, when 790c 

certificate of, necessity for 790b 

First story — 

defined 522 

Flat buildings-:- 

walls for, thickness of 550 

wood and veneered not over two and one-Half 

stories 554 

veneered, division walls in^ when 555 

stairs in 606, 616 

Flat roofs — 

scuttles on^ when 628 

Flanges — 

on iron columns 532 

Flemish headers — 

in brick walls 566 

Floor loads 534 

distributed, when 536 

in certain buildings, posted, when 537 

Floors — 

joists in 572 

timbers of, not to go through walls 574 

timbers of, not to enter chimney wall 575 

supported by scantling partitions, when 577 

metallic chimneys passing through 595 

in theaters, to be fireproof 728 

Flues— 

not to be used as ventilators 773 

sheet-metal smoke, when prohibited 586 

chimney, used as smoke flue, dimensions of 586 

furnace and boiler, to be of certain dimensions 586 

to be lined with fire brick, \vovj 586 

oke, to extend what distance a\iovt too^ ^^ 
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for fireplaces, thickness of walls for ; 586 

lined with brick, how 586 

of certain dimensions, thickness of walls of 586 

in party walls, how separated 586 

sheet-metal, how run through roofs 586 

dangerous, to be removed 586 

dangerous, to be made safe 587 

metallic, when to be surrounded 595 

Footings — 

basement and foundation walls to have what kind 

of 544 

for foundation walls, quality of 553 

Foundations — 

defined 522 

for dwellings, depth of, prescribed 542 

earthen, for brick or ston€ buildings prohibited. . . 543 
brick, stone, concrete or metal required; if metal, 

to be painted 543 

for dwelling houses, character of 543 

of walls, footings for, quality of 553 

for frame dwellings, character of, allowed 553 

for chimneys, what kind required 586 

standard depth for 522 

for bake ovens *. 601 

Frame additions — 

to dwellings in fire district 652 

Frame building — 

defined 522 

kind of foundations allowed for 553 

walls of, inside, etc., kinds of 553 

ventilators to be installed in 553 

allowed in portion of fire district 650 

in fire limits, repaired 653 

erected, when 653 

construction of 653 



Frame flat buildings 

height of 554 

Frame outhouses — 

in part of fire district 652 

Freight elevators — 

hatchways of, how inclosed 683 

certain, to have double set of guideposts 693 

to have automatic fire doors 696 

Furnaces — 

to be connected with flues, how 586 

flues of, to be of certain dimensions 586 

tops of, how built 589 

portable 590 

registers of hot air 591 

Furred walls — 
or chimneys ^^ 
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Gas pipes — . 

let into beams, how 592 

in theaters 745 

Galleries — 

exits for each 741 

exit for first and main floor 741 

Girders — 

loads for 535 

wooden, not allowed, when 568 

columns, etc., how to be bolted 665 

of metal 578 

iron or steel to rest, how 579 

Gongs — 

in hotels, lodging houses, etc 674 

Grade — 

sidewalk, excavations, more than ten feet beneath, 
rules for 540 

Gradients — 

in exits of theaters 710 

Ground dampness — 

to be carried off, how 585 

drain tiles to be connected with what 558 

Guideposts — 

elevators, freight, certain to have 693 

Gutterings in streets — 

unlawful to obstruct with building material ... 626 

Halls— 

for what assemblies to be fireproof, when 659 

Hand railings on stairways — 
what to be used 635 

Hand rails — 
for fire escapes i . :■: 671 

Hazardous business — 

in theaters, forbidden 718 

Head room — 

above elevators, to be provided 692 

Heading courses , 566 

Headers — 

Flemish and diagonal, in brick walls 566 

Hearths 593 



Hedges 

permissible, when 581 

Height of buildings — 
defined 522 

^'hi of existing party walls — 

"* be increased ^'^ 



Building Laws of Nashville, Tenn. 205 

Height of stories — 

in buildings, fixed 584 

Height of wooden structures — 

prescribed 617 

Highways — 

bars and posts on, for what use lawful 620 

Hollow brick 563 

Hollow tile- 
partitions may be built of, when 580 

Hollow walls 561 

Hoppers — 

plungers, etc., unlawful to use, except when 773a 

Hose — 

for public halls 640 

placed in theaters 753 

Hospitals — 

floor loads for 534 

thickness of walls holding cornices of 559 

maximum length of wooden joists for 578 

buildings used for, to be fireproof, when 659 

Hot air — 

registers 591 

Hotels- 
defined : 522 

thickness of walls holding cornices 559 

maximum length of wooden joists 578 

stairs in 604 

to be fireproof, when 659 

fire escapes for 670, 671 

night watchman in 674 

halls and stairways lighted at night 674 

red lights in 674 

notices of means of escape 674 

to have standpipes 676 

lodging houses, factories, tl^eaters not to be used 

as such 714 

Hot-water and furnace pipes 588 

Houses, apartment — 

defined 522 

lodging, defined • 522 

moving of, permit for 667 

fees for moving 669 

tenement, defined 522 

Incombustible material — 

smokehouses to be built of 627 

Inflammable materials — 
defined ^^^ 
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Inspections — 

by First Assistant, fees for 790' 

Inspector, Electrical 42^ 

Inside walls — 
of hollow brick, when 563 

Inspector of Buildings — 

office of, created 515 

how elected 515 

qualifications of 515 

applicants for, and for assistant inspectors to pass 

examination, how 515 

time and place of examination, notice of, gfiven 

how •• 515 

scope of examination 515 

elected, to be from names certified by examining 

board by City Council 515 

oath of, before whom taken 515 

bond of, amount of, condition of 515 

office of, where kept 515 

records of, what to keep and how 515 

to inspect buildings, when 515 

failure to, action against, penalty for 515 

duties of Inspector in general 515 

referees, in what cases appointed 515 

referees, by whom chosen 515 

President of City Council to act as 515 

decision of, submitted to when. 515 

decision of, effect of ^ . . 515 

compensation of referees, by whom paid 515 

Inspector to inspect buildings, when and how 515 

dangerous buildings, to examine 515 

dangerous buildings, to make record of 515 

enter premises. Inspector and Assistants author- 
ized to, when 515 

work on buildings to be suspended, when 515 

tests. Inspector, etc., authorized to make, when.. 515 

Clerk and Assistants to, provided for 515 

Inspector, etc., not to be engaged in building busi- 
ness , 515 

term of office of Inspector 515 

salary of ! 515 

Assistants to, election of, salaries of 515 

permits, application for, made to Inspector 517 

written statement furnished Inspector by appli- 
cant 517 

plans and specifications delivered when required.. 517 

application granted by Inspector, when 517 

application to state what 517 

alterations, etc., not to be made except when 517 

Inspector to pass upon dangerous chimneys, etc. . 587 

to notify owner to make safe 587 

permits for fences, signs and billboards 643 

to issue notice to remove signs 647 

may order removal of shingles 647 
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applications for sign permits 648 

to grant permit for building on irame .building, 

when 652 

opinion as to repair of frame dwellings 653 

to approve all roofs in fire district 654 

may allow wooden stairs in 'fire district, when 658 

to pass upon applications to move houses 667 

duties with reference to fire escapes 671 

to prepare specifications for fire escapes 671 

to approve styles of r 672 

to notify owners or agents of insufficiency of.... 672 

to approve alarm bells 674 

to enforce fire escape ordinances 675 

to approve means of egress from theaters 697 

to approve changes in theaters .702 

to approve theaters 703 

closed until approved 704 

application to Mayor to close theaters, etc. . . .705, 706 

may enter theaters, etc 757 

actions against, in what cases 781 

Inspector of Plumbing — 

office of, created 760 

applicants for 761 

examination of applicants 761 

bond of, oath of, office where 761 

duties of , 762 

when to inspect work 762 

power of, to make rules 762 

salarv fixed 763 

to take up permits, when 765 

tests to be made in presence of 774 

Internal structural parts — 
of fireproof buildings, how constructed 664 

Iron bars — 
to support furnace tops 590 

Iron bars and posts — 
on highways, for what use lawful 620 

Iron doors — 
and shutters, smokehouses to have, when 627 

Iron girders — 
to rest, how S79 

Iron stairs — 

for fire escapes 671 

Iron and steel — 

construction, columns used in, how to be erected. . 665 

Joists — 

provisions as to 572 

provided with cut-offs, when S7& 

non-combustible bearings ^^ 
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Ladders — 

for stationary engineers /. 1 605 

in public halls, how to be installed 641 

Landings — 

of stairs in school buildings 607 

for fire escapes 671 

for stairway in theaters 742 

Lateral supports — 

for walls, defined 553 

Leaders — 

for rain water, certain buildings to be equipped 
with ; 632 

License — 

of plumbers, revoked when .• 756 

Lighting — 
of theaters 699, 744 

Lime mortar — 

character of that may be used 524 

Line — 

building, defined ». . . 522 

parking .* 522 

Lining existing walls — 

when to be done 583 

how done 583 

kind of, required 583 

Lintels — 

wooden, not allowed : 569 

Loads for masonry 529 

Loads on floors — 
distributed 536 

Lodging houses ..,...'.......;... 522 

to be fireproof, when 659 

stairs in 604 

fire escapes for 670, 671 

night watchman in 674 

halls and stairways lighted at night 674 

red lights in 674 

notices of means of escape 674 

Lodging— 

not allowed in theaters 718 

Lumber — 
quality of 527 

piling of, regulations governing 792 

Machinery — 

ladders from 605 

for curtain in theaters 733 

Mansard roof— 
defined ^'22 
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Masonry — 

safe loads for 529 

tests for 530 

masonry work, rubble, to be bonded 581 

Material — 

illegal. Inspector may prohibit use of 515 

inflammable ! .... 522 

brick or stone 523 

sand .:::............ 524 

lime mortar 525 

cement mortar 526 

lumber, quality of 527 

structural metal 528 

for walls, kinds of, allowed 545 

walk and fence around, required, when 622 

for signs 646 

Mayor — 

to close theaters, when 704 

to take possession of theaters, public buildings, 
etc., when 705 

Measurement — 
of buildings 522 

Metal work — 

structural, quality of 528 

girders i 578 

chimneys 594 

jackets, for roof 594 

smoke flues 595 

screens, skylights to be protected by. 630 

all signs, how painted 646 

covering of appendages to buildings 655 

columns in slow-burning buildings to be fireproof. 666 

metal plates, elevators, to be provided with 679 

Mill construction buildings — 

defined 666 

Minor plumbing repairs — 

defined 764 

Misdemeanor — 

to violate building laws, penalty 777 

Mortar — 

cement, defined 522 

lime 525 

cement 526 

character of, in masonry 529 

amount allowed to be mixed on streets 624 



Music and dance halls 
to be fireproof, when 659 

Night watchman — 
provided, when ^ ^ 
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Non-combustible — 

materials in partitions in certain houses 578 

supports w 578 

Notice — 

of examination of candidates for Inspector 515 

to Inspector to inspect buildings 515 

of revocation of permit 518 

of making excavations, when given, what time re- 
quired 540 

to make chimneys, etc., safe, issued by Inspector.. 587 

to remove cloth signs 647 

to revove signs covering windows, etc 647 

to install or change fire escapes 672 

Obstruction — 

of streets, to what extent lawful 624 

Office— 

of Inspector of Buildings 515 

Office building — 

defined 522 

floor loads for 534 

maximum length of wooden joists 5/8 

to be fireproof, when 659 

fire escapes for 670 

to have standpipes 674 

Openings — 

not allowed in party walls above roof 559 

in sidewalks, how covered 612 

Opera houses — 

(See theaters.) 

Operators of elevators — 

qualifications of 680 

disqualified, when 681 

Opinion of Inspector — 

only based on building ordinance 517 

Ordinances repealed — 
by building law 783 

Oriel window — 

defined 522 

not to project over property line 619 

Outhouses — 

of wood, in part of fire district 652 

in part of fire district 653 

Ovens — 

foundations of 601 

Overflow pipes — 

to run, where and how 773a 

not to connect with drain, etc., pV^cs 773a 
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Parking — 

defined 522 

line defined 522 

Partitions — 

defined 522 

brick or concrete may be used, when 552 

stud, when allowable 552 

hollow tile may be used, when 552 

brick and hollow tile may be built, when 580 

Party walls — 

mode of construction of 545 

thickness of 545 

to be plastered on both sides 545 

certain residences may have 545 

to be higher than adjoining roof 559 

thickness of 559 

in existence when law effective, not affected by 

when 582 

flues in, how separated 586 . 

Passageways — 
to be built over sidewalks, when ^ 623 

Passenger elevators — 

hatchways of, to be inclosed 682 

to have automatic speed governors 684 

to have inside doors, when 685 

defined 686 

to be inspected semi-annually 787 

certain, exempt from inspection 787 

Penalty— 

for violation of building laws 777 

for violation prescribed 779 

Peppermint — 

test of plumbing 775 

Permits — 

issued by Inspector 517 

may be issued before plans submitted, when 517 

when to be issued 518 

revoked, when 519 

life of 519 

schedule of fees for 521 

for fences, signs and billboards 643 

for moving houses 667 

bond for 668 

fees for 669 

failure to take out, a misdemeanor, penalty 780 

•Photogfraphers* printing rooms — 

location of 654 

Piers — 

of buildings to be bonded with mortar SAb 

isolated, mode of construction ^^fe 
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brick, method of construction of 547 

brick, isolated, height, limitation on. ." 547 

Pilasters — 
added, when 558 

Piling— 

of building material in street 625 

of wood and lumber regulated 792 

Pipes — 

hot water and furnace 588 

gas, water and steam , 592 

how let into beams 592 

of furnaces, how covered 603 

and hose connections, what for public halls 640 

in theaters, etc 699 

how laid and secured , 766 

waste, size of fixed 767 

exhaust, etc., not to be connected with sewers 768 

vent, size of fixed ^ , 770 

black wrought, not to be used 773a 

overflow, to run how and where 773a 

overflow, not to connect with drain, etc., pipes 773a 

tapping not allowed, when 776 

tapping. Inspector to be notified, when 776 

Plans — 

submitted to Inspector , 517 

not changed without consent of Inspector 517 

what changes may be made 517 

may be required of structural work by Inspector.. 517 

Plumbing — 
all done under control of Plumbing Commission.. 760 

to be inspected by Plumbing Inspector 762 

defective, to be condemned by Inspector 762 

Inspector to be notified when work ready for in- 
spection and test 762 

to remain uncovered until, when 762 

to be inspected by Inspector 762 

alteration in plans to be made, how 763 

fees, schedule of 763 

repairs, certain, excepted from ordinance 764 

license for, to be revoked, when 765 

details of, prescribed 766 

arrangements to be connected with sewers, when. . 766 

materials, kind prescribed 766 

tests for, how made 774, 775 

final tests, how made 775 

Poles- 
net to interfere with fire escapes 671 

Policemen — 

to take up plumbing permits, when 765 

Portable furnaces — 

tops of ^^ 
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Porticos — 

columns of, may project how much beyond build- 
ing line 619 

Posts — 

on highways, when use of lawful 620 

President of Council — 
to act as referee, when ; . . . . 515 

Private stables — 
may be connected with house drains *. . . 766 

Private water service pipes — 
how to be laid 768 

Privies — 

frame, allowed in fire district, when 653 

not to be connected with house drains 766 

and cesspools not to be connected with house 
drains ; 766 

Property owners — 

to consent to frame building in fire district, when. . 650 

Proscenium — 

fireproof of arch over 723 

frame of, metal or plaster 724 

access to 727 

Public assembly buildings — 

floor loads for 534 



Public building! 

fire escapes for 670, 671 



PubUc halh 

stairways in 635 

exits in certain, number of, width of 636 

height of main floors above street grade regulated. 639 

in fireproof buildings excepted 639 

pipe and hose connections, what for 640 

standpipes in, provided for 641 

ladders, etc., in, how to be equipped 641 

stairways in, free from adjoining walls, when.... 642 

to be fireproof, when 659 

Railings — 

on stairways, what to be used 635 

for fire escapes 671 

Rain water — 

from roofs, leaders to be provided for 632 

leaders, material for 769 

leaders, overflow pipes not to connect to 773a 

Raised buildings— 
to conform to ordinance % ^'^ 



I 
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Ramp — 

of stairways provided with blockings 578 

Ranges — 
placing of 598 

Recesses — 
in walls 560 



Red lighti 

when to be used, number of T 621 

in hotels, etc 674 

in theaters 746* 

Referees — 

on disputed questions, who constitute, fees of 515 

Refuse — 

combustible, to be deposited in fireproof vaults... 631 

Register boxes — 

of hot air furnaces 591 

Removal — 

of building, permit for 518 

bond for 793 

Repairing — 

of frame dwelling in fire district 653 

Repairs — 

when made without notice 517 

of building, permit for 518 

plumbing, ordinance applies to 764 

plumbing, minor, excepted 764 

plumbing, minor, defined 764 

Retail store buildings — 

to be fireproof, when 659 

Revoking — 

license of plumbers, when 765 

Roofs — 

Mansard, defined 522 

loads for 534 

timbers, not to go through walls 574 

in fire district 654 

Rooms, etc. — 

above roofs, wall to be built above top of 559 

Rubbish — 

and debris to be kept in fireproof room. . ; 759 

Rubble stone — 

loads for 529 

foundations may be used for part of frame house 

foundation 553 

masonry work to be bonded 581 

Safety of buildings — 
tested by Inspector V^^ 
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Safety— 

device to be on cable hoisted elevators 690 

Sand— 

kind of, that may be used 524 

* 

Sanitariums — 

walls of holding cornices 559 

fire escapes for 670, 671 

Sawdust, chips, etc. — 

to be deposited in fireproof vaults 631 

Scantling — 

partitions riot to support floors, when 577 

Schedule — 

of fees for permits 521 

Schools — 

maximum length of wooden joists 278 

buildings, floor loads for 534 

buildings, girders and columns for 535 

buildings, thickness of walls holding cornices. .... 559 

buildings, entrances 607 

buildings, stairs for 607 

fire escapes for 670, 671 

Screen metal — 

skylights to be protected by 630 

Scuttles— 

on flat roofs, what buildings to have 628 

to be covered with fireproof material 628 

dimensions of 628 

stairs to, required 628 

not to be locked 629 

Seats— 

in theaters, size of 734 



connections, size of regulated 776 

plumbing connections to be made with, when 766 

Shafts- 
fireproof, in theaters 725 

Shavings, etc. — 

to be deposited in fireproof vaults, when 631 

Sheds- 
defined 522 

in fire district 653 

outside fire district 653 

temporary, use of, in fire district 657 

Sheet metal — 

flues, dangerous, etc., to be removed 586 

smoke flues, when prohibited 586 

flues to connect with what chinvneys, \\o^ ^^^ 

Hues, how run through roois ^^^ 
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Shelters — 

roofs, etc., over sidewalks declared to be awnings. 633 
over sidewalks, mode of construction of 633 

" Shingles "— 
as signs r 647 

Show window — 
defined 522 

Shutters — 
smokehouses to have, when 627 

Sidewalks and areas — 

live loads for * 534 

grade, excavations, more than ten feet beneath, 

rules for 540 

openings under, permit for, size of walls, etc., un- 
der .609, 610 

size of I beams under 611 

openings in ; 612 

may be used by contractors, when. 621 

portion of, that contractors may use 621" 

to be covered, when and how • •. • • 623 

temporary, to be constructed, when 624 

" shingles " over 647 

Signs — 

permit for 643 

on top of buildings 644 

drawings for , 645 

materials for 646 

how fastened 646 

metal work painted, how 646 

connections to woodwork ' 646 

supports for, on masonry 646 

not to extend over property line 646 

exception of illuminating signs 646 

weight of 646 

temporary or cloth 646, 647 

regulations as to 647 

existing, not to be repaired ^ . 647 

notice to remove ' 647 

covering windows or doors 647 

transparencies, etc .."... 647 

not included in ordinance 647 

" shingles " removed, when 647 

cardboard signs 647 

applications for permits to erect. 647 

not to interfere with Fire Department 647 

not to interfere with fire escapes 671 

Sinks — 
bath tubs, etc., to be separately trapped 769 

Skeleton construction — 

defined 660 

thickness of walls in cases oi ^V 
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SkyUght! 

frames and sashes of, to be of metal 630 

protected from beneath by metal screen 630 

in shafts in theaters 726 

Slow-burning buildings — 

stairs in 604 

defined 666 

schools, stairs in 607 

mode of construction of 666 

no stud partitions allowed in 666 . 

not to exceed eijarht stories in height 666 

metal columns in, to be fireproof 666 

Smoke-consuming devices — 

may be used, when 586 

Smoke flues — 

sheet metal, when prohibited 586 

chimney flue used as, dimensions of 586 

to extend above roofs, what distance 586 

gas or smoke from, to be avoided, how 586 

smoke-consuming devices may be used 586 

Smokehouses — 

not to be built in cellars 627 

to be built of incombustible material 627 

to have ventilators, how arranged 627 

to have guards, what , 627 

to have iron doors and shutters, when 627 

Smoke pipes — 
when to be surrounded 595 

Smoke stacks — 
how guyed 594 

Smoke test — 

of plumbing 775 

Soil pipes — 

of closets, kinds of, construction of 766 

mode of laying 766 

not to be constructed of brick, etc 773 

Span of arches — 

thickness of, may be regulated by Inspector, when . 664 

Sprinklers — 

automatic, for theaters 751 

** Square thereof "— 

defined 522 

Stage- 
steel beams under 731 

Stairs and stairways 604 

ramps of, provided with blocking 578 

buildinirs to have two 604 

in apartment or flat buildings ^<^<ci 

for school buildings ^^ 
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winding prohibited 608 

in tenements, etc., number of, construction of 616 

not to project over property line 619 

in public halls and churches, regulated 635 

in theaters, etc., free from adjoining walls, when.. 642 

outside, of wood in fire limits 658 

in fireproof buildings, construction of 663 

in certain buildings to have automatic fireproof 

doors 666 

iron for fire escapes 671 

in theaters 721 

hand rails for, in theaters, fireproof buildings 721 

hand rails for, in theaters 739 

risals, landings, etc., in theaters 742 

in theaters, width of 742 

Standard depth — 

of cellars 522 

for foundations ; 522 

Standard fire doors 522 

Standpipes — 

in public halls provided for 641 

for fire hose 676 

how constructed i 677 

in theaters 752 

Steps — 
not to project over property line 619 



terminal, what elevators to have ooo 

Stirrups — 

for trimmers and headers 573 

Stone- 
character of, that may be used 523 

or brick buildings, foundations for 543 

facing of walls, how tied in 564 

cornice 565 

Storage — 

of articles in corridors illegal 709 

Stores— 

stairs in 604 

Stories- 
height of, fixed 584 

stonr— 

attic, defined 522 

basement, defined 522 

first, defined 522 

Stovepipes — 

cfangerous, etc., to be removed \u what time 586 

how run through roois ; . . . S86 
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to connect with what chimneys, how 586 

holes, to have proper thimbles, etc 593 

Stoves and ranges — 
placing of 598 

Street- 
defined '. 522 

Streets- 
obstruction of, lawful to what extent, and when. . . 624 

Strength of materials 529 

tests for : 530 

Structural loads 535 

Structural metal — 

quality of 528 

connections of 528 

in fireproof construction defined 663 

Structural work — 

Inspector may require plan of 517 

Structures — 
wood, height of 617 

Stud partitions — 

in slow-burning buildings prohibited 666 

temporary 534 

Supports — 

vertical, in buildings 534 

non-combustible 578 

Surgical institutes — 

fire escapes for • 670, 671 

Table of thickness — 

for certain brick walls 548 

for brick walls in combination business and dwell- 
ing houses 549 

for dwelling, apartment, etc:, walls 550 

for division walls 551 

Tanks— 

in theaters 749 

Tile- 
hollow partitions may be used, when 552 

Tapping- 
clay pipe, not allowed, when 776 

clay pipe. Inspector to be notified 776 

Temporary supports 534 

same subject 538 

Temporary fences — 

to be constructed, when 624 

Temporary sidewalks — 
to be constructed, when ^^ 



! 
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Tenement houses — 

defined 522 

floor loads for 534 

stairways in, number of, construction of 616 

Tents— 

in fire district,- generally unlawful 971 

in fire district, lawful for certain purposes 791 

permits for erection, how obtained 791 

consent of adjoining property owners to be ob- 
tained 791 

Tests— 

of strength, rules for 529 

of materials 530 

for materials 531 

of drain, waste, etc., pipes, how made 774 

final, of plumbing, how made 775 

Theaters and auditoriums — 

loads for girders and columns in 535 

height of main floor above street grade regulated. 639 

pipe and hose connections, what for 640 

standpipe in, provided for 64.1 

ladders, etc., in, how to be equipped 641 

stairways' in, free from adjoining walls 642 

fire escapes for 670, 671 

regulations for - 697 to 757 

halls, doors, etc., to facilitate egress 697 

stairways, seats, aisles, to facilitate egress 697 

aisles kept open ; 697 

lights in 698 

water pipes in 698 

gas pipes in 698 

to conform to regulations for 699 

Building Commissioners to approve changes in... 701 

Inspector to approve changes 701 

to be erected in compliance with laws 702 

Inspector to approve before used 703 

closed, when 704 

possession taken of, when 705, 706 

to have exit on street 707 

emergency exits 708 

storage in corridors illegal 709 

gradients in exits 710 

exits, from auditorium 711 

exits, from galleries 711 

width of exits 712 

doors to open outward 713 

not used as hotel, lodging house, factory, etc., ex- 
ception 714 

fire walls separating^ 714 

workshops not allowed, where 715 

where may be located 716 

fire doors to workshops, etc 717 

hazardous business in 718 

lodging not allowed in T^^ 
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exterior and interior walls for 719 

auditorium separated from 720 

stage, lobby, corridors, etc 720 

stairways in 721 

fire wall to separate auditorium from stage 722 

fireproof arch over proscenium 723 

proscenium frame of metal 724 

fireproof shafts 72b 

skylights in shaft 726 

fire floors through proscenium wall 727 

access to proscenium 727 

floors to be fireproof 728 

sheathing of walls in 729 

sheathing of ceiling in 729 

wainscoting allowed 729 

dressing room walls fireproof 730 

stage supports 731 

steel beams under stage 731 

ceiling under galleries 732 

woodwork rendered fireproof 732 

decorations in 732 

proscenium curtain 733 

machinery for curtains 733 

seats, size of 734 

platforms in galleries 734 

number of seats in row 734 

camp stools, not placed in aisles 735 

aisles, width of 735 

doorways between aisles 736 

capacity of passages 737 

gradients in passages 738 

handrails for stairways 739 

exits, number of 739 

doors, width of in 740 

open outward 740 

galleries, exits for each 741 

exit for main floor and first gallery 741 

width of stairways 742 

risals, landings and angles in boiler rooms, where 

placed and how inclosed 743 

lighting of 744 

gas pipes in 745 

diagram of, in programme 746 

exit sign and red lights 746 

fire apparatus in 747 

water supply for 748 

water tanks in 749 

gate and check valves 750 

automatic sprinklers 751 

standpipes, placing of 752 

hose, placed where 753 

buckets and barrels placed in 754 

chemicals 754 

axes, etc., placed in 755 

chief of 'Fire Department to approve 756 

Inspector may enter 1"^ 
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Thickness of a wall defined 522 

of basement, e^tterior walls 556 

of walls increased, when 558 

of walls in cases of skeleton construction 661 

Thimbles— 

around smokestacks 595 

Tile, hollow- 
partitions may be built of, when 580 

Timbers — 

quality of 527 

not allowed in brick walls 569 

not rest on chimney walls 586 

Tin- 
warm air pipes 603 

Towers — 

covered with metal 655 

Transparencies — 
regulated 647 

Traps — 

sinks, etc., to be trapped separately 769 

how to be placed 769 

anti- syphon, use of prohibited, except when 773a 



Trays 

wooden wash, use of prohibited 773a 

Trimmers — 

and headers hung in stirrups 573 

unexpired certificate of First Assistant necessary. .790b 

Unsafe structures — 
prohibited 516 

Unsafe walls — 

to be removed, when 613 

Valves — 

for water supply in theaters 750 

Vaults- 
fireproof, to be provided for shavings, when 631 

Veneered building — 

defined 522 

exception made for walls of 545 

frame dwellings, foundations of, kind of 553 

flat buildings, height of 554 

height of 555 

Vent pipes — 

size of, fixed 770 

to be connected, how 770 

size of, when two fixtures connect, etc 771 

to be run straight , ,. 772 

^entiJators — 
to be installed in frame dweWmgs ^^'i> 
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smokehpuses, to have, what 627 

covered with metal 655 

pipes not to be constructed of brick, etc 773 

Vertical supports in buildings 534 

Violation of building laws — 

penalty for 777 

Wainscoting — 

in theaters 729 

Walk— 

and fence around building material required, when. 622 

Walls- 
unsafe, prohibited 516 

bearing, defined 522 

division, defined 522 

external, defined 522 

thickness of, defined 522 

basement and foundation to have what kind of 

footings 544 

materials for, provided 545 

of veneered, frame or wood buildings 545 

independent, for buildings 545 

party, where exist, exception to rule 545 

party, certain residences may have 645 

quality of materials to be used in 546 

bearing, defined 546 

to be bonded closely with mortar 546 

to be built on lines and of full thickness 546 

coursed stone, proportioned how 546 

for •* business buildings " includes what kinds of 

structures * 548 

for business buildings, if of brick, table for thick- 
ness of 548 

for business buildings, to what brick walls table 

applicable 548 

brick of buildings for building purposes, thickness 

of, table of 549 

for dwellings, apartment and flat buildings 550 

for. dwellings, etc., table of thickness for . 550 

division, thickness of, table for 551 

of frame dwellings, kinds allowable 553 

foundation, footings for 553 

thickness of certain kinds of 548 

thickness of certain kinds of 549 

thickness of, for dwelling houses 550 

thickness of division walls 551 

for apartment building over two stories high 555 

basement, for brick or stone buildings. 556 

brick, thickness of, for basements 556 

thickness increased, when 558 

recesses in 560 

hollow 561 

doors in 561 

inside course of hollow brick, wYien '^^I* 
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• 

exterior 564 

backing of ashlar faced .* 567 

timber not allowed in 569 

anchors in 570 

braced during construction 571 

not to be more than two stories higher than other 

walls in same building 571 

bonding of, provided for 581 

party, existing, not affected by ordinance 582 

existing, may be lined, when 583 

for chimneys, thickness of 586 

chimney, timbers not to rest on 586 

hollow, for certain chimneys, smoke flues, etc.... 586 

around metallic chimneys 594 

dangerous and unsafe, to be removed 613 

dangerous, etc., failure to comply with order, pro- 
cedure 613 

combination, materials that may be used in 618 

exterior, in tireproof buildings 652 

thickness of, in cases of skeleton construction 661 

for theaters 719, 720 

in theaters not to be sheathed 729 

of dressing rooms in theaters, fireproof 730 

Warehouses — 

storehouses, etc., floor loads, calculated and posted 537 

Warm air — 

pipes of tin 603 

Wash trays — 

wooden, use of prohibited 773a 

Water pipes — 

how let into beams 592 

size of, prescribed 767 

not to be constructed of brick, etc. 773 

overflow pipes not to connect to 773a 

how to be tested 774 

Watchman — 

provided, when 674 

Water closets — 

how supplied with water 773a 

flush pipes for, size of 773a 

Water supply — 
for theaters 748 

Wind bracing 333 

Wind pressure 533 

Winding stairs — 
prohibited 608 

Window — 

bay, defined 522 

oriel, defined 522 

show, defined .522 

oriel, etc., not to project over properly \mt tiVS 
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leading to fire escapes 672 

and doors leading to 672 

in courts 673 

unlawful to refuse to install 675 

Wires— 

not interfere with fire escapes 671 

Wiring — 

electrical, how to be installed 758 

permits and inspection 426 

Wood— 

as cornice support not allowed in fire district, when 559 

girders not allowed 568 

joists, maximum length of in certain buildings 578 

joists, non-combustible bearings 578 

forbidden in chimneys 593 

about smoke pipes , * 595 

beams, to be clear of chimneys, etc 616 

structures, height of 617 

buildings, height of in fire district increased 652 

cornices, replaced with metal, when 656 

stairs, outside, in fire district 658 

what may be of, in fireproof buildings 659 

wash trays, use of prohibited 773a 

piling of, regulations governing 792 

Working stresses — 
in calculating wind bracing 533 

Workshops, property rooms, etc. — 

not allowed where, in theaters 715 

where to be located 716 

fire doors to 717 

Wrought pipe — 

black, not to be used 773a 

Yard closets — 

distance from building fixed 776 

CELLAR DOORS AND GRATINGS— 

in sidewalk, unlawful to open, except when 365 

when open, barricade or railing to be used 365 

penalty for violation 365 

open, to allow to be, except when unlawful 376 

defective, cost of repairs to be paid by whom 376 

CELLARS— 

open, to allow to be, so water will gather, unlawful. . 844 

uncovered, to allow to be, unlawful 844 

certain, to have tight floors laid in 845 

whitewashed, certain to be, when 845 

impure air, escape from guarded against 845 

damp, declared nuisance 848 

CHIMNEYS— 

smoke from, when a nuisance VCVT^ 

smoke from, how abated -\^^ 

8 
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to be swept out, how often 1093 

penalty for violation 109^ 

(See Buildings, Department of.) 

COAL OIL— 

not to remain on sidewalks except, how long. . . /. . . .108^ 

to be stored in cellars, etc 108^ 

penalty for violation lOSy^ 

quantities that may be kept of 1095 

stored in buried steel tanks 1095 

one barrel, etc., and less, provision as to storing not 

applicable to 1093 

penalty for violation 1095 

CONTRACTORS— 

red lights, duty to place on highway, excavations, 

how 345 

to keep burning all night 345 

not to blast at night 1302 

DISSECTING ROOMS— 

not to become offensive 960 

penalty for violation 960 

offensive sewage from, not to be cast upon surface of 

ground 961 

penalty for violation 961 

DWELLINGS— 

unsanitary, prohibited 830 

size of rooms in 832 

roofs of 833 

inspectors of 834 

inspections of 835 

condemned 837 

overcrowded 838 

ELECTRICAL INSPECTOR— 

appointed by Inspector of Buildings 424 

term of office of 424 

qualifications of : . . . 424 

to devote entire time to office 424 

not to engage in outside business 424 

oath and bond of, prescribed 424 

salary of, how paid, amount of 425 

fees for inspections to be collected by 425 

duplicate of certificates to be retained by 425 

duplicates turned over to Treasurer, when 425 

duties of, in general '. . . . 426 

certificates of inspection to be issued by, when 426 

unlawful to use electrical apparatus before inspection 

and certificate ^ . . . 426 

when to inspect, after installation of electrical appa- 
ratus 426 

if in good order, to issue certificate 426 

book to keep, records of inspections 426 

certificate of, form of 426 

no alteration to be made, unless noUce \.o.\xv >NX\\\tv^ 426 
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Avritten permit to be issued by, when 426 

completion of work, to inspect upon 426 

certificate of Inspector to be issued, when. 426 

fees for alterations, based upon what 426 

new wiring, etc., fees for, basis of 426 

dangerous electric wiring to be made safe, when 426 

electric current cut off, when 426 

unlawful to use after notice from 426 

fees for inspection of electric wiring, schedule of . . , . 427 

notice in writing to Inspector, when 428 

penalty for violation 428 

interference with Inspector, misdemeanor 428 

penalty for violation 428 

ELECTRIC WIRING— 

not to be done except in compliance with National 
Electric Code 758 

ELEVATORS— 

using city water, to furnish water meters 175 

specifications for, to be filed with, Building Inspector 678 

permits for, to be obtained 678 

to install, without permit unlawful 678 

metal plates to be fastened on 679 

operators of, qualifications of % . . . 680 

operators of, disqualified, Inspector to notify owners, 

when 681 

passenger, hatchways of, to be inclosed, how 682 

freight, hatchways of, to be inclosed, how 683 

speed governors, passenger elevators to have 684 

doors inside, passenger, to have, when 685 

passenger elevators defined 686 

automatic brakes, etc., to be equipped with, when.. 687 

terminal stops, when elevators to have 688 

electric brakes of, to be applied, how 689 

safety device to be put on cable-hoisted elevators. . . 690 < 

cables, what to be used on 691 

head room above elevator, to be provided 692 

guideposts, double set of, certain freight, to have... 693 

well holes, unlawful to build in, except when 694 

to inspect, power of Inspector to enter premises. . . . 695 

automatic fire doors, freight elevators to have 696 

applications for permits for, to whom 786 

to be annually inspected 787 

passenger, semi-annual inspection of 787 

to install without permit, unlawful 790a 

fees for inspection of 790 

certificate of inspection, unlawful to use, without 

having 790b 

tested, how 790c 

penalty for violation 790d 

(See Generally, Buildings, Department of, supra.) 

EXCAVATIONS, ADJACENT TO STRE.E»T^— 

unlawful to leave unguarded '^'^ 
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EXCAVATIONS IN STREETS— 

misdemeanor to make, without permit 341 

same subject 342 

same subject 343 

barriers placed about 345 

EXCAVATIONS UNDER STREETS— 

may be made, when 346 

bond for 346 

covered, how 346 

FENCES— 

unlawful to build in street 351 

same subject, removal of 395 

barbed wire, unlawful 411 

barbed wire, nuisances 412, 413 

around building material to be provided for 622 

FIRES, REGULATIONS TO PREVENT— 

water connections to prevent, character of 225 

progress arrested by destroying building 292 

property protected, how 293 

not to be built on sidewalks by blacksmith 388 

not built in market, exception 453 

recovered roofs, how to be constructed 1072 

recovered roofs, parapet walls 1072 

penalty for violation 1073 

smokehouses, when lawful 1074 

lamps as signs, how placed and secured 1075 

smoke from chimneys and stovepipes 1076 

stables, with hay, etc., to be kept safe 1077 

fireworks, regulations for use of 1078 

lighted candles, lamps, etc., in stables 1079 

ashes in wooden vessels, etc 1079 

powder magazines unlawful 1080 

gunpowder, dynamite, etc., quantities allowed 1081 

police to enforce this provision strictly 1082 

powder magazines, buildings for, how constructed. .1083 
quantities of powder, etc., in one building, fixed.... 1084 

location of powder magazines 1085 

petroleum or coal oil not to remain, where 1086 

turpentine, quantities that may be kept in city 1088 

turpentine, how to be stored 1088 

powder magazines, what distance to be from city 

limits 1090 

hay, straw, etc., how to be stacked 1091 

stoves, furnaces, how to be built 1092 

chimneys, flues, etc., to be swept, how often 1093 

fluos to be burned out, how often and when 1093 

petroleum, etc., in what quantities may be kept 1095 

petroleum, etc., how to be stored 1095 

GASOLINE— 

quantities that may be kept 1095 

stored, how to be 1095 

one barrel, etc., of, how may be kept 1095 

enalty for violation \^S 
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• • 

HEALTH REGULATIONS— 

slaughtering, refuse matter from, unlawful to deposit, 

where 945 

slaughtering, refuse matter, how taken care of 947 

refuse matter of slaughtering, how hauled 948 

tanking and rendering, receptacles for, provided 949 

private sewers, choked, etc., a nuisance 950 

manure, to pile on premises a nuisance 951 

refuse matter on dumping places, unlawful when 952 

dumping places, unlawful to burn or attempt to burn 593 

fish and hide houses offensive, nuisances 956 

offensive water, etc., prejudicial to health a nuisance. 957 

dissecting rooms not to become filthy 960 

dissecting rooms, offensive sewage from, not to be 

deposited upon surface of ground 961 

stables, certain, to be cleaned, when 963 

filth, trash, etc., to deposit on street, etc., unlawful. . 964 

carcasses of animals unlawful to deposit in river 966 

dumping waste matter on banks of river prohibited. 967 

privy matter, dumping on banks of river prohibited, 968 

waste pipes on river declared a nuisance 970 

INSPECTORS OF DWELLINGS— 

created 834 

duties of 834 

organizations of 835 

dwellings inspected 835 

overcrowded rooms prohibited 838 

unlawful to hinder 838 

INSPECTOR OF PLUMBING AND SEWERS— 

office of, created 760 

elected by City Council 761 

term of office of 761 

qualifications of applicants for position 761 

examination of applicants 761 

examination open to whom 761 

oath to be taken before whom 761 

bond, amount of, conditions of 761 

office of, to be kept where 761 

duties of, in general 762 

examine and inspect all plumbing, to 762 

defective plumbing, Inspector to condemn, when... 762 

notice of, upon whom served 762 

when to inspect plumbing 762 

work to remain uncovered until, when 762 

regulations, etc., power to make 762 

compensation of Inspector 763 

fees for plumbing permits 763 

repairs, none to be made in buildings condemned by 

Inspector '. 764 

permits to take up, when 765 

plumbers to report to Board of Public Works 765 

to approve suspension of pipes from walls 766 

falls for drains, special permit to bti ob\.^.\Yv^^ \xovcv, 
when T^ 
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anti-syphon traps, use of, permission of Inspector to 

be obtained 773a 

test of drain, etc., pipes to be made in presence of... 774 

additional tests, Inspector may require, when 774 

to certify on back of permit, result of tests 774 

smoke or peppermint test, made, when 775 

tapping pipe. Inspector to be notified, when 776 

penalty for violation of building laws 777 

LUMBER— 

unlawful to throw, and allow to remain upon side- 
walks, when 369 

building, cases of, excepted 369 

in streets, to deposit, unlawful, except when 370 

unlawful to stack without permit of Inspector of 

Buildings 792 

dealers in, may stack in their yards, how 792 

consent of property owners to be obtained 792 

piles of, height of certain, regulated 792 

MANURE— 

to pile on premises a nuisance . . '. 951 

dumping places, to pile on unlawful, when 952 

Cumberland River, dumping on banks of, unlawful.. 967 

PETROLEUM, OILS, ETC.— 

not to remain on sidewalks, except, how long 1086 

to be stored in cellars, etc 1086 

penalty for violation 1087 

quantities of, that may be kept in city 1095 

stored in buried steel tanks 1095 

exception to this provision 1095 

one barrel, etc., quantities of not required to be 

buried .1095 

penalty for violation 1095 

PLUMBERS AND PLUMBING— 

to notify Board when leaking water pipes are re- 
paired 189 

misdemeanor to fail to notify Board of repairs 190 

license revoked on failure to notify Board of repairs. 190 

only license to make connections to mains 236 

to receive permit to make connections, from Board. 237 

to lile bond, failure, revocation of license 237 

misdemeanor to connect fixtures to supply pipe with- 
out permit 239 

to follow rules of Board of Public Works. 243 

POWDER MAGAZINES— 

location of, in city unlawful 1080 

penalty for violation 1080 

gunpowder, lawful quantity in city fixed 1081 

on what floor to be kept 1081 

buildings for, how constructed 1083 

quantities to be stored in, fixed 1084 

location of, how far from other buildings 1085 

what distance to be from city V\m'\ts 1090 

enalty for violation .VJfi^ 

thin prohibited limits to be removed '\tv >n\v^\. ^Amfc.VJ^ 
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PRIVATE SEWERS AND DRAINS— 

built in streets or alleys by private persons, pass un- 
der control of city 946 

other parties may empty their drains into, when 947 

pro rate of cost in such cases to be paid 947 

choked, defective or insufficient, declared a nuisance. 950 

E^RIVIES AND CESSPOOLS— 

not to be connected with house drains ?66 

foul, declared to be nuisance 848 

owners or occupants of lots having on to keep neat 

and clean 931 

houses without, declared a nuisance '. 932 

vaults under, required, how to be laid 933 

sewers to connect with, when and how 933 

streets or alleys, how far to be from 934 

inclosed, how to be 934 

penalty for violation 935 

screens for, when to be erected 936 

carts and vessels used for cleaning to be water tight. 937 

carts used for cleaning to be deodorized 937 

between what hours to be cleaned 938 

char<yes for ^ 938 

penalty for violation 939 

excrement, etc., not to be deposited on streets, etc. . . 940 

sewer connection of, size of pipe to be used 959 

contents of, to discharge on streets or alleys, un- 
lawful 962 

contents of, not to be discharged upon banks of 
Cumberland River 968 

RED LIGHTS— 

to place on excavations in streets, etc., at what dis- 
tance, duty to 345 

to keep such lights burning all night 345 

penalty for violation 345 

breaking, removing or putting out such lights, mis- 
demeanor 345 

to provide, on buildings, when 614 

penalty for removal of 614 

iron bars and posts, Inspector to control location of. 620 
sidewalks, occupation of, for building purposes, red 
lights to be used 621 

REMOVAL OF BUILDINGS— 

unlawful to tear down and remove, without bond. . . 793 

bond, amount of, to be approved by Board 793 

condition of bond 793 

penalty for violation 793 

RIVER FRONT— 

illuminated signs on 434 

ROOFS— 

on dwellings to be intact 833 

recovered, what materials to be used 1072 
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ROOM— 

. as defined in making water assessments 146 

for habitation, size of 832 

overcrowded 838 

SEPTIC TANKS— 

when lawful 850 

SEWAGE— 

offensive, from dissecting rooms, not to be cast upon 
surface of ground 961 

SEWERS AND DRAINS— 

contributions for connection with private 45 

connections with, premises to have water meters 169 

private stables, may be connected with house drains. 766 

ends of, size of clean-out connection 766 

fall of, prescribed 766 

special permit to be obtained from Inspector, when. 766 
privies and cesspools not to be connected with house 

drain 766 

soil pipes, material to be used for 766 

soil pipes, size of, fixed 766 

exhaust pipes, unlawful to connect with sewers 768 

not to be constructed t)f certain materials 773 

ventilators, chimney flues not to be used as 773 

tapping, not allowed when 776 

tapping, how to be done 776 

connections to city sewers, size of, fixed 776 

privies to connect with, when and how 933 

in streets, permit of Board to be obtained for 945 

constructed in streets by private parties pass under 

control of city *. 946 

other parties may empty their drains into, when. . . . 947 

pro rata of cost to be paid 947 

drainage from private premises into public drains, 

lawful when 948 

penalty for violating preceding sections 949 

private, when choked, defective or insufficient, de- 
clared a nuisance 950 

kitchen sinks, etc., to connect to, when 958 

privy and water-closet connections with, size of pipes 

to be used 959 

unlawful to exhaust steam into 1299 

steam connections to be disconnected 1300 

SHAVINGS— 

how deposited in certain kinds of business 631 

nuisance, in streets or houses 841 

notice to remove 842 

SIGNS— 

illuminated, certain kinds of, lawful on sidewalks. . . . 431 

electric and gas signs, lawful, when 431 

electric sign, definition of, given 431 

mode of construction of 431 

regulations for supervision of 432 

when to he illuminated ; . 432 



Building Laws of Nashville, Term. 233 

alleys, across, how high •. 432 

City Electrician to first approve signs 433 

penalty for failure to have approved 433 

river front, metal signs on, lawful 434 

permit for 643 

imder supervision of Building Inspector 

643, 44, 45, 46, 47, 48 

applications for permits for, by whom passed upon. . 786 

annual inspection of 787 

lamps used as, on wooden building, how secured and 

placed 1075 

against trespassing, to be erected 1179 

(See Buildines, Department of.) 

SMOKE FROM CHIMNEYS, ETC. 

not to annoy citizens 1076 

chimneys, when to be removed 1076 

nuisance of, abated how 1076 

penalty for violation i076 

SMOKEHOUSES— 

buildings used as, to be expressly built for 1074 

penalty for violation 1074 

STABLES— 

private, may be connected with house drain 766 

foul, declared nuisance 848 

owners or occupants of certain, to clean 963 

accumulation of filth, in, after notice, misdemeanor. . 963 
with hay, fodder, etc., in, to be kept safe from fire. . .1077 

penalty for violation 1077 

lights used in, what kind lawful 1079 

STORAGE OF OILS— 

regulations for 1086-1095 

STOVEPIPES— 

through walls, how to be constructed 1076 

STOVES— 

platforms, incombustible, lo be built on 1092 

STRAW— 

how stored to prevent fires 1091 

TENTS— 

in fire district, unlawful to erect 791 

for religious services, circuses, etc., may be erected 

for, when 791 

permit for erection, how obtained 791 

application to Building Commissioners in writing. . . 791 

consent of adjoining property owners to be obtained. 79\ 

violation, penalty for 791 

TURPENTINE— 

quantities of, what allowed in city 1088 

how to be stored, in cellars, etc .\^^$^ 

penalty for violation \^^S^ 

9 
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VAULTS— 

privies to have what kind of 933 

privies without, to be condemned, by whom 933 

contents of, to discharge on street, etc., unlawful .... 962 

WATER CLOSETS— 

water rates for, to be paid, when 184 

water not supplied to premises unless water closet is 

connected thereto 184 

to be connected to main or premises not to be sup- 
plied with water, unless closet connected with wa- 
ter pine 185 

all to have automatic flush tank 186 

water cut off from premises if supply to water closet 

cut off 187 

vent pipes used in, size of lixed 770 

water for, from tank or cistern 773a 

flush pipes for, size of 773a 

hopper, etc., unlawful to use, except when 773a 

distance of yard, from buildings fixed 776 

sewer connections of, size of pine to be used 969 

contents of, not to be discharged on banks of Cum- 
berland River 968 

(See Privies.) 

WIRING, ELECTRIC— 

all to be inspected 426 

inspection of, fees for 426 

fees for inspection 427 

unlawful to do without permit 428 

WOODEN COVERINGS— 

over gutters, unlawful, when 391 

WOOD, COAL, ETC.— 

unlawful to allow to remain upon sidewalks for what 

time 369 

buildiner, cases of excepted 369 

unlawful to cut wood in street 394 

unlawful to stack, without permit from Inspector of 

Buildings 792 

dealers in, may stack in their yards, how 792 

cfMisent of property owners to be obtained, when. . . 792 
piles of, height of certain, regulated 792 

WOODEN BUILDINGS— 

lamps on, as signs, how secured and placed 1.075 
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